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The man who ducks work will never swim 
far upstream toward success. 


You will never find a VQGEL Plumbe: 
ducking work. In fact, he’s always on the 
lookout for more work. 


He tells his customers about the advantages 
of having a VQGEL Hydrant in the garage or 
barn. He tells them about VQGEL krost Proof 
and Automatic Closet Combinations for thei 
Schools, Mills, Comfort Stations, ete. 


He swims easily up the stream toward suc- 
cess because he uses the right stroke in the 
right direction. 

The VQGEL Line is the right stroke. Let 


your jobber tell you about it. 
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St. Louis, Mo. 
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“T recommend DAISY 


because I use it myself.’ 








\ new discovery has 
brought forth a special 
high grade compound for 
cleaning the glazed sur- 


celain. 


Daisy is the thing you 
have been looking for. It 
removes stubborn stains 
and dirt of all kinds from 
enamel and porcelain 


hands. 








DAISY 


removes stub- 
faces of enamel and por- born stains and 
dirt from enamel 
and porcelain — 
without scratch- 
ing — without 
hard work—with- 
out injuring the 


the preparation you rec- 
ommend and this opens 
up a real opportunity. 


Daisy nets you a good 
margin of profit. It is a 
big repeat seller. Its use 
prolongs the life of the 
installations you have 
made and therefore builds 
good-will in your business. 














without scratching the 

surface or injuring the 

hands. What could be more ideal for 
you to recommend and sell to your 
customers? 


A PROFIT MAKER 


Your customers look to you as a spe- 
cialist who knows the proper care of 
plumbing installations. They will buy 


FREE SAMPLE 


If you have never used Daisy, send for 
a free sample today. Test it. Be con- 
vinced and delighted. Then order a 
stock through your jobber. 


B. T. BABBITT 


Established Since 1836 
15 WEST 34TH STREET NEW YORK CITY 


DAISY 


ENAMEL TREATING COMPOUND 
‘* A Babbitt Product” 
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OOK at this “close-up” of a 
Gitte Giant Pipe Wrench and 
the advantages of its construc 

tion over other pipe wrenches will be 

instantiy apparent. 




















Notice the end opening jaws that 
enable you to grab onto pipe as you 
would with a pair of pliers. It makes 
the customary tough jobs close to walls 
and in corners as easy to handle as 
“open” work with an ordinary wrench. 















Notice the extreme simplicity just 
three parts, yet an extra set of jaws 
when reversing the movable member is 
desirable. No springs or delicate parts. 









The strength is there too, although you 
can’t see it. Every part is heat treated 
by a special process. 










Your jobber has them in stock 
in all sizes from 8 to 24 inch. 
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) Catalog 
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CANAD'AN PLANT: GREENFIELD TAP AND DIE CORP., GALT, ONTARIO 








Consider Simplicity 
of Operation 


—and you will recommend a Hotstream 20 K.W. Kerosene 
Water Heater where gas is not available. 


Simplest of all kerosene heaters to operate — lights 
instantly. No generating. Practically no care needed ex- 
cept filling fuel tank. 


When you install a Hotstream, 
you can forget it— 


It makes a satisfied customer 
always. 


LET’S GO! 


Made and Guaranteed by 


The Hotstream Heater Co. 


**Makers of Heaters That Heat”’ 
Cleveland, Ohio 


Manufac turers of a I ull Line of Cast and ( opper 
Coil Gas Heaters Standard, High Grade 
Products Built to Give Lasting Satisfaction 


NEW YORK OFFICE 210 East 45th St 


May 9, 1925 
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PATENTED 
Nye 3-Way Armstrong Pattern 
Die Stock 


_ Holds three sets of No. 2 Armstrong pattern dies 
Standard equipment — '»", sand 1" Nye skiptooth 
dies. Any other combination can be furnished on 


request. et price, $12.35. 


The Nye Jr. 2-Way Stock 


A small, handy tool weighing less than three 
pounds. Cuts '2 and 4 threads witha2x 2x 
inch solid die. 

Net price, $7.00, complete with }: and ‘s Nye 
skiptooth dies. 





Nye Thin Knife Blade Cutter Wheels 


They cut with one-third the power and time re 
quired by the old type wheels. 
ade both knurled and smooth-edged; same price 
Made to fit all standard makes of pipe cutters 
Guaranteed against breakage in use 





\ 


Nye Vise Stands with Pipe Bender 


Equipped with or without Nye Vises. Can be 
drilled for any size vise specified. Bender can be 
used with open side vise or bench vise. 

With Legs and No. 10 Self-Locking Vise, 

Neteach ...., a . $15.35 
With Legs but without Vises, Net each. . 12.00 
In ordering give your Jobber's name, through whom 
we may charge the goods 








“HGN 





Broadcasting: 


WGN is the Chicago Tribune. 
HGN is Harry G. Nye. 
Both are in Chicago— 
Don’t confuse them. 
WGN broadcasts jazz. 
HGN broadcasts Dies. 

WY YW 
Lucky the man 
Who can pick up 
WGN every night— 
Luckier the man 
Who can pick up 
A Nye Die every day! 

WY Y 
After a hard day's work, 
Nothing like a little music. 
During a hard day’s work, 
Nothing like a little help. 
WGN for the music, 
HGN for the help! 

Ww W 
Nye Dies cut faster, 
Nye Dies cut easier, 
Nye Dies cut smoother, 
Nye Dies cut better, 
Nye Dies last longer — 
So tune in! 

Harry G. Nye signing off 


THE NYE TOOL & MACHINE WORKS 


108-128 N. Jefferson Street 
Chicago, Ill. 


NYE —the Die Man 


Pipe tool maker to the 
American Plumber 
and Steamfitter 


> 
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“Personal calls brin ring 
ight 


Say ninely-e 





agen we talked with Heating Merchants 
in several states. Ninety-eight told us 
that of all the selling methods they used to 
sell IpEaL Boilers and American Radiators, 
personal calls got the most business. And in 
almost every case, these same merchants 
were the leaders in their towns. 


As one merchant put it—“I have just fin- 
ished a $6,000 job, which comes from a call I 
made one Sunday afternoon on receipt of a 
tip from your company. I never fail to make 
a few calls on prospects every week, and it 
fro gets the business.” 


AMERICAN RADI 


IDEAL BOILERS AND AMERICAN BA 
















Your telephone is a real 
business getter; but it 
requires constant use. 


Bag 
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most of my business 
successful Heating Merchants 
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Four proven methods that sell Ideal 
Boilers and American Radiators ~ 


I 
2 


ATOR COMPANY 


Call on or telephone home-owners who need modern 
heating —at least one a day. It’s the surest way to 
develop new business. 


Prepare a list of stores and small offices which fur- 
nish their own heat; make at least one call a day. 
This is a profitable market, and easily sold. 


Call on, or phone, every architect and builder once a 
week. These merchants have proved that this pays. 


Real Estate offices are in close touch with home- 
seekers. See them at least once a week. 


These four things are easy to do. Do them consist- 
ently and your business will increase. 








DIATORS FOR EVERY HEATING NEED 
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A face-to-face call on prospects 
sells not only IDEAL products, 
but you and your service. ape" 


eh a 
Hah) eae 


en 


a}, 
mr Pa 








Mention Domestic ENGINEERING when writing advertisers. 












DOMESTIC ENGINEERING 


White as Snow— Clean as Glass— Unchanging with Use or Time 


DECECO 


ALL WHITE CHINA FAUCETS 


Are the answer to the nation-wide demand for Clean, All White Fixtures 


with NO EXPOSED METAL 


LB) =! =) @ @) 
PATENTED OVERLAP 
CONSTRUCTION 


Built around DECECO PATENTED OVERLAP HANDLE and CHINA-INCASED SPOUT CONSTRUCTION 
is the finest line of faucets in single and combination types the world has ever seen. Unbreakable from 
use or the hottest water, DECECO CONSTRUCTION has made the All-White China Faucet a practical 
reality. Add to this, extreme beauty of design and the irresistible appeal of CHINA with its lustrous 
snowy whiteness, and you have sales possibilities never before equalled. Everyone is sold on All-White 
China Fixtures, because of the universal desire to be rid of all unsightly corroded metal. 

Get in touch with a DECECO Jobber so that you can meet the All-White China demand that is sweeping 
the whole country. 

Write for catalogue of “The All-White China Line,” easily the foremost achievement in the advancement of modern plumbing. 


THE DECECO COMPANY 
76 BATTERYMARCH STREET BOSTON 
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(@elieen Ourdselved. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


RUTH, THEY SAY, ISSTRANGER THAN 
fiction. When our hero, in the story of suc 
cess, receives the ten-thousand-dollar reward, 

we take it for granted. He was such a good fellow 
that he deserved it. With proper modesty he ac 
cepts the ten thousand and marries the girl, and they 
live happily ever after. But what fiction can be so 
thrilling as to have a prospect hand you a contract 
and tell you that he doesn’t know why he’s giving 
you the work, because he is paying you more money 
for it? Milt Marvels found a master to whom those 


very words were said. The story tells 


hy. , 
why Retired Plumbers 


S. H. & V. EE. has made some tests along these lines 
so that the alert heating contractor may have an 
accurate idea of the amount of humidity necessary 


to an efficient heating system 


NOTHER BATTERY OF THE “BIG GUNS” 

swings into action this week on the “Make 
An Order An Order” campaign. Wheeling into 
the battle line with pieces unlimbered, eleven of 
them let fly with heavy caliber ammunition, tear gas 
shells and shrapnel,—-all the arguments big and 
little which stand against the prac 
tice of placing “blanket orders,” with 
out specification for delivery. In 





N AN INTERESTING ARTICLE 

on “Forced Hot Water Heating,” 
James Mackay outlines several in 
teresting problems. ‘There is_ the 
necessity, for instance, of providing 
a cushion for the “head.” To the non- 
technical person, I suppose that would 
mean something to keep the system 
comfortable. Other matters discussed 
are connections for automatic over 
flow and automatic water make-up for 
the expansion tank on this kind of a 





heating system. 


N THIS ISSUE YOU WILI 

find another informative article 
growing out of the University of II 
linois Short Course in Plumbing and 
Heating, dealing with the “Measure- 
ment of Water Discharge.” This im- 
portant problem in practical hydrau 





HE WON A DOLLAR ONCE 
BY ESTIMATING RIGHT 
THE TOTAL NO. OF BEANS 
WITHIN A JAR. HE TRIED 
TO USE THAT SYSTEM. 
ESTIMATING J0B5S ~THE 
SH ERIFF WONDERS 
WHERE HtSQo > 





cidentally “Domestic Engineering’ 
comes in for a little commendation 
for its part in pushing another con 
structive idea along,—putting up the 


target, so to speak. 


F' IRTY DRAWINGS CAME IN 
addressed to “The Schoolmaster.” 
° Twenty of them appear in this week's 


issue. The remaining twenty members 





of the class will receive criticisms by 
mail, This new plan makes it possible 
for the class to grow just as much a 
it pleases. There need be no holding 
hack for lack of space. What draw 


ings cannot be criticised through the 


columns of “Domestic Engineering” 
will receive attention directly through 


the mails. ’S everybody happy? Sure! 








lics may be tackled in several ways, 

all of which are outlined in the article. 

A valuable table will be found indicating the weight 
of pure water at varying degrees of temperature 
\n article to keep on file for reference. 


“— AIN’T THE HEAT, IT’S THE HUMIDI 
ty,” goes the old saw. Those who make use 
of this phrase on burning days in the good old sum 
mer time evidently find some consolation in know 
ing that it’s the humidity and not the heat that is 
causing discomfort. It is important in the instal 
lation of heating equipment to provide for proper 
humidity because, up to a point, humidity adds to 
comfort, health, and to the saving of fuel. The A. 


Ee HAT’S A WELL-ROUNDED 

program of reading. Something 
for every need and to fit every taste. 
Besides these specially prepared articles you have 
the market reports. It might interest you to know 
that leading newspapers in three of the largest cities 
in the United States have adopted the policy of re 
printing a part of “Domestic Engineering” market 
reports. That speaks volumes for their value. Let me, 
in closing, as the after-dinner speakers so wittily 
remark, call your attention to the two lines just under 


the heading on this page. 


bux LALLOP 
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3-WAY TOOLS— 
THE LIGHTEST, MOST COM- 
PACT, EASIEST TO OPERATE 


This is an actual size illustration of the new ‘“‘TOLEDO”’ 3-way tool. 
It is the smallest, lightest and easiest to operate of all 3-way threaders. 
No adjustments to become worn, no loose parts to become lost, no 
net-like castings to clog with dirt. 


It is made in two sizes: The No. 30 threads 3%, 14 and 34-inch and 
weighs but 434 lbs. complete, and the No. 31 threads 14, 34 and 1-inch 
and weighs but 7 lbs. complete. 


It was left for ‘‘TOLEDO” to produce the perfect 3-way tools you 
have been looking for. Ask your jobber for the low net prices. 


BUY BY COMPARISON AND YOU’LL BUY A 


Se 


THE TOLEDO PIPE THREADING MACHINE CO. 
TOLEDO, OHIO New York Office, 50 Church St. 





Mention Domestic ENGINEERING when writing advertisers. 











wn 

















ENGINEE 


, 
—— 











Vol. 111, No. 6. Whole No. 1691 








- |. _ Heating Weekly 


‘The Plumbing and 





Chicago, Illinois, May 9, 1925 











This W ar on The ability to regulate hu- 


a“ man nature is the gift of 
Price Cutting some man yet unborn. Man 
is constitutionally privileged to do what he wants 
with what he has, unless, in so doing, he transgresses 
the law. And it is not against the law to sell one’s 
own goods at prices that represent no profit and often 
an actual loss. Once a man has bought and paid for 
something, he can do whatever he wants with it 
give it away if he so wishes. And, so, the price- 
cutting that is caused by the need to convert into cash 
surplus stocks, the price-cutting that is caused by mis- 
taken estimating and ignorance of costs, and the price- 
cutting that is caused by an ornery desire to keep a 
competitor from landing the business—all such price- 
cutting has been with us and will be with us, no 
doubt, as long as there is such a thing as human 
nature. 

It is possible, of course, to point out the folly of 
such practices. It is possible to point out how they 
lead to financial ruin, how they prevent the cutter 
from making money and everyone else figuring the 
same work from making money, as well. 
to the wise is often not sufficient 


Sut a word 
the man can take 
the word and do as he pleases. 

Now, this being true, any war on price-cutting, to 
be successful, must be directed at causes that it is 
possible to eliminate. The strategist will not wear 
himself out in attacking the strongest line of defense. 
He will search for the weak spot and concentrate on 
that. 


The The weak spot to attack in price- 
cutting in plumbing and heating 
Weak Spot is the status of an order. Blanket 
orders that require no specified delivery dates and 
that give price protection are the very foundation of 
price-cutting. 
an order is not an order—when it is merely an option. 
The seller covers the buyer for a quantity of goods 
at protected prices. He does not require the buyer 
to order these goods out and pay for them. He stands 
ready to supply them if his customer gets a chance 
to sell them, and he will cancel the order if that 


Review briefly what happens when 


chance doesn’t turn up within a certain time. He, 
thus, merely gives his customer a price to use in 
going after business. He keeps a price-cutter always 
in the field. 

“Well, the buyer benefits 
if he can get jobs from his competitor because of such 
But does he? Let 


Some one might say, 


an option and still make money.” 
us disregard the increased cost of doing business 
that such methods set up and which, after all, the 
buyer pays for. And let us 
a price-cutter always in the field, for it is an end- 


repeat that there is 


less chain. One man has placed a blanket order at 
one time, and he may think that while he has the 
privilege to operate on that particular market he is 
in an advantageous position. But his blanket order 
privileges run out, and when he gets them again, 
they are on a different market. A higher one, say. 
In the meantime, though, his competitor's blanket 
privileges may still have six weeks to run, and this 
competitor is operating on a lower market. He, then, 
holds the advantageous position and is getting the 
business. In short, no man is always on the favorable 


side. Some one is always in a position to cut prices 


Make an Or- }cecutns: 


alls into two classes. 
der an Order te ail 
that the cutter owns—has bought and paid for. The 
other is the price-cutting on goods that the cutter 


accordingly. 
One is 


price-cutting on 


does not own—but has an option on, 

Elimination of the first kind depends largely upon 
an ability to regulate human nature. This class of 
price-cutting has always been with us and to a degree, 
always will be. 
kind order an 


Sut not so, the second Make an 


order. There is little doubt that if an order were 
an order, enough price-cutting would be stamped 
out to take the sting out of what was left. This is 
at once the weak spot to attack and the greatest prize 
to capture in the war against price-cutting. The man 
yet unborn who can regulate human nature will be 
welcomed when he arrives. But we can get along 
pretty well without him if we make an order an 


order. 
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A specialty and plumbing goods displayed side by side 


Specialty Helps Sale of Plumbing 


By MILT MARVELS 


Y HAT SWEETER words could a master ever hope 


to hear than these: “T don’t know why I am 
giving this job to you. I am paying you more 
money for it.”” Those are words to roll about on your 


tongue to give them a chance to tickle your palate like 


some delicate morsel of food It’s enough to make me 


want to write a book so that I might analyze completely 
the pleasure of hearing such things It almost makes 
me believe in fairies again. 

The real thrill is in the fact that I have met a master 
to whom just those words were said,—I should say a 
firm of masters, because there are two men responsible 
for this story As I write this, I have a round half- 
dozen sheets of notes before me, and everything I have 
jotted down is so good I hardly know where to begin. 


Leffler & McGuckin, servants to the 
of fair 
service they 


First, the name: 
health, comfort 
Akron, Ohio 
their fellow 
urally into 
machines 


of 
to 
nat- 


convenience the 
of the 
citizenesses 
Part I, 
Part 


and 
The 
citizens 


city 
offer 
divides itself 
sell 
sell 


story 
and 
How washing 


II, 


two 
the 


they 
How they 


parts 


by carload; master 


plumbing 


aN 


to his community, and the number of his customers by 
merchandising specialty, washing machine, 
which is naturally allied to the service of plumbing. In 
itself a source of profit, such a specialty becomes a fac- 
tor in winning larger 
because it makes friends for 


A SALES POSSIBILITY 
HERE must be, in many a city in the United States, 


a master who could increase his volume, his service 


a such as a 


of plumbing business 


it 


volume 
the 


a 


master, brings him 


16 


into homes where he might never have been called in 
any other way. 

Leffler & McGuckin commeuced the sale of washing 
machines by employing a salesman who made house-to- 
house canvasses. They have now had the agency for 


three years and the most significant thing that can be 


said about their success in building up this phase of 
their business is that the salesman no longer makes 
these house-to-house calls. His entire time is taken 
up with following the leads furnished by satisfied cus- 
tomers. An offer is made to boosters of five dollars 
for every lead which can be followed up and sold. With 


this inducement, the salesman has no difficulty in keep- 
ing busy at all times and the only way he could have 
been found on the day I talked with the members of 
the firm would have been by getting out and following 
him on his calls. 


When the salesman goes out on one of these leads, 
he carries a machine in the back of his car. Calls are 
not made, promiscuously, of course. The credit of the 


prospective purchaser is looked up carefully, as Leffler 
& McGuckin have no desire to build up a volume busi- 
ness at the expense of troublesome after-dealings because 
of inability or refusal to pay. In three years they have 


had to take back only one machine because of non- 
payment. <A further advantage is that their store room 
is never cluttered with machines that have been used 


and must be sold at reduced prices. 

When the salesman talks to the prospect, he does not 
attempt to rush the machine into the house. This ques- 
tion is always asked: “If we put this machine in for 
one day and show a clean and satisfactory washing, wil! 
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you be in the market?” This eliminates lost time with 
those people who are “willing to try anything once” or 
who are not firm enough to say ‘“‘No’’ and want to put 
the refusal off as long as possible. Once the prospect 
has answered the question in the affirmative she is, in 
a way, committed to the purchase. This simple piece 
of strategy makes it possible for this enterprising firm 
to report that nine out of ten machines are sold on 
demonstration. 

Mr. Leffler felt that, if they put out a crew of men, 
it would be possible to place many more machines than 
they do. But their object is not just to place the machine 
in the hope of selling it. They have been careful to put 
the demonstration on a basis where the sale is prac- 
tically assured. 


TERMS OF SALE 
EVEN out of the ten machines sold, said Mr. Leffler 
S are sold for cash. They consider terms cash if the 
machine is paid for in ninety days, and for that period 
of time the account is carried without interest chargé 
For the other three people out of ten who purchase on 
time, an arrangement 
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new firm customers whom they had served since the 
beginning of their experience In pooling their knowl 
edge and resources, they agreed thoroughly upon one 
thing: that the best was none too good. That is why 
they are willing to pay more in order to secure the qual- 
ity of material they are willing to install. They handle 
no B-grade material and they absolutely refuse to sell 
on the basis of price Only recently they were offered 
the contract for plumbing thirty houses for a real estate 
operator. They were told to figure on cheap material 
ind upon hearing this, refused to do any figuring what- 
ever. They lost that job, of course, but even with that 
operator they have maintained their reputation for quality 
work, and have not lost any of his respect 

Mr. Leffler stat- 
ed that he was 












firmly convinced 
that people who 
are buying homes 
are beginning to 
look at the plumb- 
ing which has 
been installed. He 





has been made with 
a financing company. 
It is worth emphasiz- 
ing that no such high 
percentage of sales 
by demonstration 
could be maintained 
if the demonstration 
were not preceded by 
the question as to 
whether or not the 
prospect would be in 
the market in case 
the machine proves 
satisfactory. Also 
that the return of 
one machine in 
three years for 
non-payment is a 
direct result of a 
very careful credit 
policy. 

Now to go on to 
the second part of 
our story. And 
here you will see 
how naturally 
these two phases 
of the Leffler & 
McGuckin business blend into each other. A master con 
sidering a specialty wants to know how it will aid his 
plumbing business. 

Mr. Leffler was able to point out various instances 
where they had received plumbing business from the 
sale of washing machines in homes into which they 
would never have been called. They received four jobs 
on old houses ranging from $400 to $800 worth of work. 
In one case the prospect wanted the washing machine, 
but there was no plumbing in the basement and no fau- 
cet. In such cases the salesman suggests that an esti- 
mate be furnished. The installation of fifteen sets of 
laundry trays can be traced to washing machine sales 





“THE BEST IS NONE TOO GOOD” 


R. LEFFLER and Mr. McGuckin have both been 
in business a little over ten years and when they 
combined forces a few years back each brought to the 












cited the instance 
of the real estate 
operator who, as 
opposed to the 
man first spoken 
of, installs swing 
faucets and other 
refinements in the 
plumbing of the 
houses he builds 
Quite naturally he 
gets a better price 
for his buildings 

and quite as 
naturally he comes 
to Leffler & Me 
Gueckin for his 








Salesroom where specialty 


helps plumbing.—Below — An work, 

orderly shop and store room I have always 
found it to be true 
that the man who 

is able to hold his own while doing only a quality 


business, and refusing,to talk price, is one who 
makes a study of buying possibilities Perhaps 
he couldn’t maintain such a practice otherwise 
At any rate, Leffler & McGuckin never lose sight of 
market conditions. And in making judgments 
they do a very wise thing—they ask questions of 
the salesmen who call upon them. They feel 
that these men ought to know something about con- 
ditions in their own field in general and by comparing 
the information they are able thus to secure, when the 
market is undergoing a change, they are able to buy 
advantageously. Also, they buy in carload lots and have 
a storage arrangement with the terminal warehouse. 


BUSINESS FROM SERVICE 

ITHER member of the firm will go out on an emer- 
E gency call and “hold the fort’? until they can get 
one of their men Mr. Leffler cited an instance where, 
on a Sunday evening, he was called away from the table 
by a farmer whose water supply system had developed 
trouble. He was badly in need of water for his cattle. 
Mr. Leffler jumped into his car and in a few minutes 
was on the job. The cattle got their water and, later, 
this same farmer insisted that the general contractor 
who was constructing some new buildings for him, go 
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The job called 
alone, and no 
The public 
appre- 


to Leffler & McGuckin 
for $1,800 worth of 
questions were asked concerning the price. 
appreciates sincere service and will register its 
ciation in placing future business. 

Another little thoughtful bit of service. 
do you see the construction, 
held up because a heavy rain has filled the newly-made 


for plumbing. 
time and material 


often 
residence, 


How 


say of a small 


excavation? Folks appreciate the fact that Leffler & 
McGuckin are considerate enough to get the sewer in 
before the excavator commences his work. Then let it 


rain as it will, the ground will be drained and the work 
can go forward 

It has been with much truth 
has been towed to a filling station at the end of a frayed 
rope or rusted testify, that the whole is no 
stronger than the weakest link. What’s the use of mer- 
chandising, of talking quality, of thinking up ways of 
giving good service, if you haven’t the trained organiza- 
tion to carry out your plans. 

In the 
Leffler establishment to 
she asks not “Send some 
“Will send Mr. Jones 
Mr. journeyman 
of “accounts.’’ In 
efficient 
which 


said as any autoist who 


chain can 


when a customer calls the 
trouble corrected, he or 
over right away,” but 
over to fix a leak, 
plumber who 
the 
journeymen 


majority of cases, 
have 
one 
you please?’”’ 
string 
endeavor in 
with the 


Jones is a has a 
other words, it is 
this identify the 


work 


shop to 
they do 


JOURNEYMEN—SALESMEN 
works two 


HIS policy The customer 
to have confidence in 


the man who the 
work that is to be done And the journeyman has a 
natural pride in building up that confidence. If it is at 
journeyman will be called off of a new 
service to one of his established 
the advantage of knowing what's 
When the trouble call comes in, the office 
full information. Then, with his knowledge 
installed, the journeyman is in 
will be required 


ways. learns 


does all 


all possible, a 
job in order to 
customers. He 


give 
has 
in the house 
tries to get 
of what is 
know 
If the 


position to 


best what 


call is to repair a closet tank, the journeyman 


takes the entire equipment for the inside of the tank. 
No coming back here for necessary parts. Every man 
has his own tools, stocks, dies, ete., and is held strictly 
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responsible for their care. They are taught to sell a 
new installation, and to point out to the customer that 
it is better to do this than to spend a lot of money on 
a cheap, old closet or heater that is giving trouble, and 
always in need of repairs. 

“Occasionally we call the men together,” said Mr 
Leffler, “and talk things over with them. ‘This is your 
business,’ we tell them. ‘When we have business, you 
have work, and it is up to you to see that our customers 
are taken care of just as we would if we were on the 
job. If, for instance, we went out on a repair job we 
would recommend the installation of something 
Take the new material out with you and recommend it. 
Don’t try to rush the customer. Talk the matter 
with them.’ ” 

Every man is instructed to ream all pipe and is in- 
stantly discharged if he is found violating this 
One of the things which keeps the journeymen on their 
toes is the fact that, if one of them installs the work 
on a new job, and something goes wrong with it, he 
must fix it. He has to face his own mistakes or care- 
lessness, and it helps him to remember that the policy 
of the firm is ‘‘the best is none too good’’ with reference 
both to material and workmanship. 


new, 


over 


rule, 


DO LIKEWISE 

ELL, there you have it—merchandising and mas- 
W..: plumbing, good buying on accurate market 
knowledge, good judgment in selecting a specialty that 
fits in with the general business. Not forgetting that 
clever little policy of giving each journeyman a person- 
ality in the business with the customer. This is some- 
thing that the big retailers always try to do. They even 
furnish cards to sales people so that customers may re- 
turn again and again to someone who knows their needs. 
And the thoughtful and willing service that brings in 
future orders. No mystery about the success of this 
Akron firm—but a tremendous amount of careful thought 
and every-day common sense. 

It’s no wonder that, with the slogan ‘‘The best is none 
those luscious words, delightful to the 
ear and accelerating to the cash register, “I don’t know 
why I’m giving you this job. I am paying you more 
money for it,’’ have been spoken to Leffler & McGuckin. 
No wonder at all. 


too good,” that 


Standardizing Wet Vent Practice 


subject of 
the 
more or 


wet vents, just as soon as 


from most 
confused; 
them for many 


manner, 


simple applications, 


HE WHOLE 
it gets away 
be 


seems to less many cities 
years in a 
more or less haphazard any scientific 
basis hack of their methods. This of course is not right, 


and we must look around to see what we can do to heip 


appear to have been using 


without 


correct wrong beliefs concerning wet venting. 

The brought together 
drawings showing plumbing practice in every nook and 
United 


“Schoolmaster” problems have 
States and Canada, and their com- 
We have been 
fol- 


is not so, 


corner of the 
parison has been an eye-opener to many. 
under the that cities were 
lowing methods very closely. This 
it seems, for to judge from these drawings, there are many 
cities that are following the path. 

In some cases when methods have been put into force 
that differ from 
high-grade, they have seemed an improvement, but more 
often not. 

We have no right to 


impression most of our 


orthodox 


by no means beaten 


the regular practice that is considered 


use the wet vent solely because 


it makes the plumbing system less complicated and less 
expensive,—it must first be made certain that a wet vent 
actually vents. 

This situation that is showing up so clearly concern- 
ing wet vent practice, is just one more strong argument 
in favor of standardization of plumbing practice. If 
the best methods could be definitely decided upon and 
then universally adopted, it would be ideal, and that 
seems to be what we are heading towards. Not only will 
standardization of practice assure uniform quality in sani- 
tation—it will, when placed upon a scientific basis, ap- 
proved by the national government, give the industry a 
stronger standing with the public. 

One of our cities has worked out its practice in the 
use of wet vents on the basis of pipe areas, while the 
government report shows it worked out in terms of fix 
ture units. 

An article comparing these two methods might be pro 
ductive of good results, and we hope to present the 
matter to you soon. We hope that such an article as 
this will do its bit towards stabilizing wet vent practice 
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Measurement of Water Discharge 


Another of the impor- 
tant demonstrations con- 
ducted at the University 
of Illinois Short Course 
in Plumbing and Heating 


f iy NE of the 
interesting 


demonstra 





tions of the Short 
Course in plumbing 
and heating at the 
University of  Illi- 


nois in September, 
1924, was that of 
William Schwalbe, 


instructor in theo- 


retical and applied 





mechanics at the 
University. One of 
the most important 
problems in practi- 
cal hydraulics, he 
explained, is the 
Prof. W. L. Schwalbe, instructor in measurement of the 
Theoretical and Applied Mechanics, rate of discharge of 


University of Illinois, Urbana 
streams of water. 





. Such 
vary in size from that flowing through a small pipe to 
that of a large river. The choice of the method of 
measurement is determined by the particular conditions 
of the problem at hand. 


streams may 


In general the methods used may be classed as in- 
direct and direct. In the direct method, an actual meas- 
urement of the total quantity of water discharged in 
the given time may be made, or the velocity of flow 
may be measured and the discharge estimated therefrom. 
In the indirect method, certain quantities upon which 
the rate of discharge is known to depend, may be meas- 
ured and the discharge then computed. 

For instance, a direct method of measurement of the 
discharge of a pipe may be made by weight. In fact, 
the most accurate method of determining the total quan- 
tity discharged in a given time is by weighing the water. 
It its temperature is known, then the volume discharged 
per unit of time, or the rate of discharge can easily be 


Weight of Pure Water 





Mensuring water by means of vertical jet 


table presented gives the weight per 


cu. ft. of water at various temperatures 


computed The 


When measuring-pits, tanks or reservoirs are used, the 
cubical content between the water levels may be obtained 
by direct measurements of the areas and the use of a 
hook gage, tube gage or scale for the measurement of the 
difference in height of water levels, and the volume may 
be then computed The reliability of the result depends 
upon the accuracy with which the areas and differences 
in level of the water surfaces are obtained 

A small tank or pit may be calibrated as to its cubical 
contents by observation of the rise and level caused by 
have been weighed 


water, which 


This calibration 


known quantities of 
insures a 
high degree of accuracy The 


photograph illustrates a method 








+ Temperature : Pounds per : Temperature : Pounds per ~s of measuring water. The 
; Fahrenheit cubic foot - ahrenheit 3 cubic foot CU am OUNt of water flowing 
: ’ 3 ; ‘+ through a pipe may be so deter 
$ 32 deg. t 62.416 : 90 deg. 3 62.118 : mined if it is allowed to dis- 
; - 3 aan : oe ; aa charge into the air in a vertical 
‘ $ 7 . : " . direction through a plate with 
1 & ’ ae ‘ 4 . ae a circular hole in it. The height 
‘ 6 : ’ . . ” to which the jet rises is the 
: 70 : 62.300 t 180 ' 60.586 ’ 

: 60 1 62.217 : 212 1 59.843 : measure of the quantity of 
2 ta , 1 se — t water passing 
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Better health and greater fuel economy are the results of proper 


humidification. 


search conducted by the A. S. H. & V. E. and others. 


These facts have been well established by re- 


Yet they 


do not seem to be applied generally by heating contractors 


HEALTH, HEATING COosTS 
and (AUMIDIFICATION 


By FRANK 


VW JE HAVE given very little consideration to the 
significance and importance of the relative hu 

midity of the air we breathe. The average rela 
tive humidity of our indoor ‘‘manufactured” climate 


(including homes, 
public office 
hygrometer read-tests 


theatres, places of business and various 
according to 
during the last 
in many instances as low 
parching. 

is apparently, a 


buildings in Chicago, 
taken by 


28 per cent; 


and 
myself, 
four years, is but 


as 23 per cent which is almost 


indefi- 
amount of 
upon our feelings, but 
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To most of us humidity 
nite term. We know the 
moisture in the air has an effect 


very 
variation of the 





Fig. 1 
its significance and impor- 
tance is very hazy to most 
minds 

Lack of moisture in our 


climate ac 
per- 
centage of catarrh, colds, af- 
fected 
diseases of the mucous mem- 


“manufactured” 
counts for the larger 


voices and other 
brane so prevalent here. We 
cannot be comfortable 


breathing dry air; most of 


the depressed feeling is 
caused by the dry air we 
breathe In going outdoors 
into natural outdoor air, our 
air passages are 
affected, 
change, 


seriously 
due to the violent 
causing much 


catarrh, colds, headaches 
and a 


feeling. 


generally depressed 


Humidities of between 50 


and 60 per cent should be 
maintained continuously to 
insure health, comfort and 
fuel economy 


Do you know that 68 to 70 





J. ANDEL 


degrees is the most healthful and comfortable tempera- 
ture when the relative humidity is about 55 per cent? 
Our ‘“‘manufactured’’ climates have temperatures of 


> 


around 83 degrees and are uncomfortable. 
PROVPEK HUMIDITY SAVES FUEL 

N average fuel saving of 18 per cent can be effected 
A b introduction of sufficient moisture or by 
procuring and maintaining the proper relative humidity, 
all elements considered. 
that the people of the state of Illinois, 
(assuming % of our yearly coal production is 
consumed here as fuel for heating; about 7% million 
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tons) are wasting about 
1,350,000 tons of coal or 


$10,800,000 annually, not 
including operation cost, by 
ignoring the significance of 
humidity. The people of the 
city of Chicago can 
nearly 1/5 of their present 
fuel costs, be healthier and 
more comfortable if they 
will only meditate on and 
realize the importance of air 
conditioning or humidifica- 
tion. 

Do you know that in most 
of our representative office 
buildings and public institu- 
tions, the percentage of rela- 
tive humidity is only  be- 
tween 25 and 30 per cent? 
Our nationally famous Cook 
County hospital has air 
washers in the main build- 
ing, rarely used; in the 
wings, where the major 
number of patients are 
treated there are no facili- 
ties for humidification. 


Save 
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Fig. 4 


I do not know of any apartment or office building in Chi- 
cago using direct radiation for heating, where any kind 
of devices for humidifying have been provided throughout 
the building by the owners. An insignificant additional 
expenditure for the original heating installation or a small 
expenditure for making minor changes to adapt some de- 
vices to enable the escape or release of some steam in the 
rooms or offices will allow the maintenance of proper 
humidity and save the owners about 1/5; 18 or 20 per 
cent in fuel costs, in addition to increased health and 
comfort of tenants. 


WAY OF PROVIDING PROPER HUMIDITY 

MALL steam release valves off the radiator supply 
S pipe on two-pipe installations will enable the re- 
lease of enough steam to gain sufficient moisture and 
can function continuously whether or not radiator is 
shut off. On one-pipe installations a small compression 
air valve (such as used for releasing air in hot water 
systems) placed on the sup- 
ply end section of radiator, 
will do the work nicely 
Once these valves are prop- 
erly adjusted, they require 
no care or attention. (See 
wig, 3.) 

Water pans are of little 
value as the evaporation is 


very slow unless absorbent 
cloth materials are used 
with same; one end in water 
pan, the other end draped 
over top of the radiator and 
wetting completely at fre- 
quent intervals. However, 
this decreases the efficiency 
of the radiator, looks some- 
what unsightly and requires 
considerable care and atten- 
tion. The water pan humidi- 
fiers appear absurd com- 
pared to steam release 
valves for steam radiators 
but there is no alternative 


€é TE 
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for hot water installations other than small fan, wet 
cloth units. (See Fig. 2.) 

In fan blast heating using vento, coils or furnaces an 
air washer or some part of steam jet or efficient humidi 
fier is imperatively essential and such installations should 
not be considered complete without efficient humidifying 
apparatus. 


FUEL SAVING MORE THAN BALANCES STEAM LOSS 

HE PREVAILING opinion among owners and operat 
be engineers of theatres and public buildings is 
that in the use of their air washers they suffer a con 
siderable steam loss However, this is absolutely untrue 
because in reality, after the system is in operation a 
few hours, the proper humidity or air condition will 
more than recompense the steam loss at starting even 
though there is a difference of 75 degrees between the 
air leaving the preheating coils and the water of the 








Fig.'5 


air washer at starting. This delusion evidently ac 
counts for the fact that most of our air washers in 
Chicago are not used during the winter months 

The lowest relative humidity I found 4n homes heated 
by hot air furnaces; going as low as 21 per cent and 
seldom over 27 per cent. Yet it is possible to have an 
efficient humidifier installed in a furnace system for 
about $25.00. 

Do you know that about the only place you can find 
a hygrometer in use in Chicago, is in a humidor or to 
bacco storage rooms? 

A good reliable thermometer mounted beautifully, 
with a wet bulb thermometer and water tube can be 
purchased for $3.50; an excellent hygrometer with rela- 
tive humidity tables, charts and considerable information 
thrown in gratis, yet hygrometers in use are almost as 
searce as original Rembrandts. 

The general public needs enlightenment on the sig- 
nificance of humidification, and the responsibility rests 
upon the heating trade. We cannot conscientiously con- 
sider a heating installation complete without proper fa- 
cilities, apparatus or devices for humidification, 
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Make An Order An Order 


“Domestic Engineering’s” editorial of February 28, entitled ‘““Make 
an Order an Order,” opened up a subject which has long attracted the 
attention of all advocates of good business in the plumbing and heat- 


ing industries. 


Letters commending the efforts this paper is making 


to correct the bad trade practices described in that editorial have 


reached us from all sections of the country. 
in which a few of these letters appea 
Discussion is invited. 


issue of April 4. 
on of this campaign are welcome. 


HE substantial business man be he 
"T rtamer, jobber or manufacturer—-wants a 

market. He appreciates that the basis of a stable 
market is a sound policy of buying and selling. The 
question, therefore, of stamping out trade practices that 
are causes of much of the present uncertainty in business 
is one of vital interest to the entire industry. 

The selling policy that permits the placing of blanket 
orders, without specified shipping dates, gives price pro- 
tection and disregards the fact that an order once placed 
is a transaction, violates the ethics of good 
business. More than that, it makes of little 
knowledge of the market and the experience of years. It 
keeps in competition with the able business man a man 
who needs know little about increases the 
cost of doing business. It encourages speculation. 

The aim of “Domestic Engineering’s’’ campaign is to 
“Make an Order an Order.’’ An order is a contract to buy 
a certain quantity of goods at a certain within a 
certain time. When an order means that, not only in a 
lefinition but in actual practice, the substantial business 
man will have his stable market. 


master 
stable 


closed 
value a 


business. It 


price 


WHAT THEY SAY 

N a recent letter A. W. Buschmann, president of August 
I Buschmann & Sons, Inc., Ind., writes, 
“Your editorial, ‘Make an Order an Order,’ is certainly 
clear and to the point. If all jobbers and plumbing and 
heating contractors could be induced to read this editorial 
and govern their plumbing 
and heating industry greatly im- 
proved.”’ 

Louis J. Merkel, president of The Merkel Brothers Com- 
pany, Cincinnati, O., 


Indianapolis, 


businesses accordingly, the 


certainly would be 


“takes this opportunity of commend- 
ing ‘Domestic Engineering’ for the excellence of the 
argument presented, with in full accord. 
It seems unfortunate that much repetition of these basic 
arguments concerning the proper conduct of 
seems to be necessary. Everything helps and 
you will continue to hammer away.’”’ 

J. B. Rahm, and general manager of 
United States Supply Co., Omaha, Nebr., sends this letter: 
“All I can say is that you are to be commended for the 
editorial. Do not know that I ean say anything different 
than to stamp my approval and O.K. on everything that 
you have said, except that you could have said easily very 
much more. I am with you and endorse your program.” 

The above three representative jobbers are three of 
many who see the benefits to business if an order were 
an order. Let us read some letters from manufacturers. 


which we are 


business 
we hope 


vice-president 


This is the second article 


r. The first of this kind ran in the 


Suggestions for the carrying 


The discussion is open to everyone 


AND SOME MORE 
ROM R. E. Crane, Eljer Co., 
received this endorsement: 


this work and believe your excellent paper is doing very 


Ford City, Pa., we have 


“We heartily approve of 


substantial good to the industry in disseminating articles 
of this kind.” 

J. S. Nicholl, president of the Riverside Boiler Works, 
Inc., Cambridge, Mass., our efforts 
“We wish to congratulate you on this 


wishes us success in 
His letter reads: 
editorial and agree with you that 


clear cut protection is 


the greatest evil in the business. We 


will 


plumbing supply 
that 
elimination of this most unbusinesslike practice.” 

C. A. Kuebler, The Duro Pump & 
Manufacturing Co., Dayton, O., believes, “If through your 
better field 
will be service to the 


heartily support any plan would result in the 


vice-president of 


paper you can foster trade relations in the 


which it serves, it doing a great 
industry as a whole.” 
L. B. Shaw, manager of Grady Brass Co., Inec., Mansfield, 
will tend 
effort 


believe 


Pa., will be glad to co-operate in any way that 


trade where an honest will 
dollar. “We 


that you are right in your editorial, and that if the manu- 


to put the plumbing 


bring forth an honest thoroughly 


facturers and jobbers would accept only bona fide orders, 
very much would have been done to eliminate the pirates 
in the plumbing trade.’ 

W. L. general manager of The 


Jelknap, Jr., Belknap 


Manufacturing Co., Bridgeport, Conn., realizes the harm 
of such practices as were described in ‘‘Domestic Engi 
neering’s’” editorial. His words are: ‘We thoroughly 


agree with you as to the abuse and feel that it will take a 
long campaign of education as well as full co-operation 
on the part of the manufacturer and jobber to eliminate 
this evil which into our trade, but we 
feel that you are working along the right lines and wish 
you every success in 


has slowly crept 


your endeavor to correct this trade 


abuse,”’ 


ALL AGREE 
RUSSELL, president W. A 


A. 
Ww. New York, N. Y., “We 


this movement and it would be a 


Russell & Co., 
heartily endorse 
thing for the 
rest of the jobbers to follow out such a proposition. We 
would 


writes, 
good 
about twelve 


greatly appreciate your forwarding 


additional copies to us.’ 

W. E. Evans, 
Co., Columbus, O., 
earefully heartily in 
We have never made it the practice of accepting blanket 
orders from one We that a 


The Groeniger Manufacturing 


says, ‘‘We have read this editorial very 


secretary 


and are accord with your views. 


any have always insisted 
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specified shipping date be given on orders. We trust 
that you will be successful in your endeavor.” 

A letter from A. E. Jacobsen, Grand Haven Brass 
Foundry, Grand Haven, Mich., reads, “If ‘Make an Order 
an Order’ could be accomplished, it would be a great help 
to everyone concerned, putting business on a sound basis, 
and eliminating some of the ‘Fly by night’ people. The 
is going to be 


way competition is at the present time, it 
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a hard proposition, but we are with you in this mo 

Many more letters have been received, all agreeing 
that an order must be an order if business is to function 
satisfactorily. The expressions are from men who are 
not thinking only of the good to themselves that ill 
result from the “Domestic Engineering's” 
campaign. Each one realizes that with an order an order 
all branches of the industry will benefit 


success of 


Legal Decisions 


DUTY TO KNOW CONTENTS OF CONTRACT 
N an action on a written contract a party cannot be 
| heard that he had not read the same and did 
not know the contents thereof. Where a party to a 
avoid liability thereon on 
did not know its contents, the ques- 


to say 


written contract wishes to 
the ground that he 
tion, in the absence of misrepresentation, fraud, undue 
and the like, 


of negligence in signing without such knowledge. 


influence, turns on whether he was guilty 
When 
he is negligent in not informing himself of the contents, 


and signs or accepts the agreement with full opportunity 


of knowing the true facts, he cannot avoid liability on 
the ground that he was mistaken concerning such terms 
in the absence of fraud or misrepresentation.—District 


Court of Appeal of California, in Knox v. Modern Garage 


und Repair Shop, 229 Pacific Reporter, 880 


STRICT CONSTRUCTION GIVEN MECHANICS’ 
LAW OF ILLINOIS 
Supreme Court of Illinois says that 


XHE 
liens are purely statutory 


held that the statute relative to 


LIEN 


mechanics’ 
This court has uniformly 


mechanics’ liens is in 


derogation of the common law, and that it must be 
strictly construed The lien should be enforced when 
the party brings himself within the provisions of the 


tatute, but it should not be extended to cases not pro- 
vided for by the language of the act, even though they 
fall The 
a distinction delivered for the purpose 


of being used in the construction of a building and that 


may within its reason. Illinois statute makes 


between material 


used merely as a means in the process of construction, 


except where specifically provided by the act.—Hoier v. 


Kaplan et al., 145 Northeastern Reporter, 243. 
LANDLORD FOR INJURY FROM 
TENANT'S SIGN 
CONTROVERSY, 


LIABILITY OF 


A 


however, between landlord and 


tenant, involving the right to display advertising 
signs on a leased building, is quite unrelated to the 
proposition of the security of the public. Therefore, 


when a sign hanging over a public street becomes a men- 
has no concern with 
the question of whether or not the tenant 
lord has the right to for sign displays of the 
outer wall of that portion of the premises which is leased. 
There then comes into operation the rules of law relat 
negligence arising from a general 
and the court to 
assume that as to the owner of the property there had 


ace to safe pedestrianism, the law 
or his land- 


the use 


ing to nuisance and 


duty owing to the public; even were 
been no consent to the erection of a sign, this would not 
wayfarer against 
such owner, where a sign erected by the tenant fell be- 
of improper erection or fastenings, and 
where from the conditions a jury could find that a nui- 
Whether or not a land- 


necessarily leave the remediless as 


decayed 


cause 


sance had been suffered to exist. 


lord can enter to bring about the removal of a nuisance 
created by his tenant, where he has not in the 
restricted the use to which the tenant put the premises, 
need not be here decided.—Supreme Court of New York, 
Appellate Division, in Zolezzi v. MacCanlis, 206 New 
York Supplement, 330. 


lease 


CONDITIONAL SALES 

HEN we speak generally of a “conditional sale, 
W ve refer to a sale in which possession is delivered 
to the buyer but the seller retains title until some con- 
dition is performed, usually the payment of the purchase 
Under this simple character of contract, upon a 
default by the buyer, the seller (a) may treat the con- 
tract as abrogated and retake the property, or (b) he 
may retake the property, treat the contract as existing, 
but broken by the buyer, and maintain an action for 
damages occasioned by the breach, or (c) he may waive 
the breach and insist upon payment of the purchase price 
But there is no prescribed form for a conditional 
contract, and experience demonstrates that the forms 
employed in actual practice are as varied as are the 
conceptions of the human mind, so that the rights and 
liabilities of the parties to a conditional sale contract, like 
their rights and liabilities under any other kind of con- 
tract, are to be determined by their intention as that 
intention is deducible from the terms employed when the 
particular contract in question is considered in its en- 
tirety.—Supreme Court of Montana, in First National 
Bank v. Marlowe, 230 Pacific Reporter, 374. 


” 


price. 


sale 


DUTY OF TAKER OF PALPABLY ALTERED WRITTEN 

INSTRUMENT 

T is the duty of the obligee, before accepting a written 
| obligation showing on its face a palpable alteration, 
to make such inquiries or investigations as the circum- 
stances would suggest to a reasonably prudent person, in 
whether alteration was made 
such avenues of 


order to determine such 
before or after 
inquiry and investigation are ignored or neglected until 
after liability accrued, the law charges him with 
notice of such palpable alteration, and with consent 
thereto. It is only where the instrument is fair and regu- 
lar on its face that the law dispenses with the exercise of 
reasonable care in taking it. 

An alteration of a written instrument becomes material 
when it may have the effect to enlarge, extend, or dimin- 
ish the duties, liabilities, or obligations of the obligor or 
promisor, in manner not in of the 
parties at the time of execution, if done without the know! 
edge or consent of the party to be bound. An instrument 
so altered ceases to be the contract executed, and the law 
does not make new contracts nor enforce new and differ 
ent liabilities, not in contemplation of the parties when 
they contract.—Supreme Court of Oklahoma, in Bailey 
Evans, 229 Pacific Reporter, 221. 


execution, and where 


has 


any contemplation 
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Forced Hot Water 


Heating 


Connections for automatic 
overflow and automatic 
make-up for an expansion 
tank on forced circulation 


hot water heating explained ae,’ 
ee 

a r 

By JAMES MACKAY 
ORCED circulation hot water heating is in many 
respects a special branch of heating work. The 
sizes of pipe work, manner of taking off branch 
connections, and the accessories of the plant, are all 


different from those in the usual gravity circulating hot 
water apparatus. The usual custom is to heat the water 
by the use of an auxiliary apparatus, consisting of a 
tank with interior heating coils or other heating surface; 
this type of heater is manufactured for this special pur- 
pose by several concerns; steam for supplying the aux- 
iliary heater comes from a steam 
of steam supply. 

Plants of this character usually are very large; 


boiler or other source 


those 














having one hundred thousand feet of surface and more 
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Fig. 2 
not being exceptional. The expansion tank is in most 


in the basement, or 
mains, the pump suction being 
located in the line that connects the expansion 
tank; the expansion tank is closed to the atmosphere, 
and has a cushion of air against which the pressure gen- 
erated in the expansion of the water, 
when heated, expands to. 

Means must be provided for maintaining this cushion of 
air, and also for automatic relief of water when the pres- 
sure hecomes excessive. Where automatic means of over- 
fow and make-up are not used, it is the practice to close 
the valve or valve connecting the tank to the system, and 
drain the tank through the drain valve at the bottom; 
make up water is in cases of this kind, supplied by the 
sual hand controlled valve connected to the water sup- 
ply of the building, which of course in that event must 


cases hooked up on the return side, 


other point below the 


same 


system by the 


+ 
ot + 
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be at a pressure greater than exists in the heating system 


MAINTAINING THE AIR CUSHION 
PYRANHERE is and the accompany 
method for the 


illustrated in Fig. 1, 
ing details, Fig. 2 and Fig. 3, a 


automatic maintenance of the cushion of air, the over 


flow of 


excess water, and the make-up supply of water 


In this arrangement, compressed air must be available 


pressure in excess of that in the 


admitted to the top of 


or provided for, at a 


system; the compressed air is 


the tank through a pipe connection, in which is located 
a pressure regulating valve; this is operated by a small 
pipe connection leading from the air space of the tank 
to the diaphragm of the pressure regulating valve; when 
the pressure drops, the valve is automatically opened, 
admitting additional air until the pressure is built up to 
the required amount The normal water line is indi 
cated; extending below this is a pipe leading to a pre: 


sure relief valve at the top of the tank, on the outside 


relief valve is 


when pressure becomes excessive, this 
automatically opened, discharging water to the drain 
Should this become inoperative, there is another relief 


valve on the return line connected to the bottom of the 


tank, set ten pounds above the first mentioned relief 
which opens and discharges to the drain 
AUTOMATICALLY CONTROLLED WATER SUPPLY 


lower left hand corner of 


AXHERE is shown at the , 
Fig. 1 an automatically controlled 
This is controlled*by means of 


operate 


water supply de 


vice of special design 
a float. turn 


which in levers to open or close 





a double seated balanced valve. This device is supported 
as indicated and connected into the return line of the 
(Continued on Page 29) 
Caawall * 

<tr 
7 Sf 

f \ 1 

é f Os. tgp 
j HY iS 7 
1 i} 7% = of 
j t 
+ At 8 LEO 
i Zz. 4 i 1 
1s rr X r) 
N ) - , ey 
j \y +4 

u Wy 
™ Fig. 3 


25 








a 


: 
¢ 
i. 
ta 
AE; 
: 





“The toilet was in the basement” 


H. F. BAILLET feels that the masters should not only preach sanitation, but 


Practice It 


UR good friend Milt Marvels in the January 17 little chagrined by his salutation: ‘‘How is it that you 

issue of Domestic Engineering opens up your plumbers, who dream so much about your importance in 

think tank with a cold chisel It hurts! There the world of sanitation, have such dirty places of busi 
is no doubt about it gut then, the truth very often hurts ness” The twinkle in his eye reassured me somewhat, 
It is meant to If it did not hurt we would not be in but nevertheless it hurt, because it was true The shop 
clined to heed its teachings In fact, though it hurts and he had just come from was DIRTY—full of old junk 
we know it, we are constitutionally so blamed dilatory and dirty 
that we go right on suffering rather than try to remove We talk and prate about the vast importance to public 
the hurt Perhaps we do not know just what cause it health of goed plumbing, clean plumbing, high-grade and 
and are groping about in the dark seeking the cause in clean fixtures, et« While at the same time too many Ol 
the hope of then being able to apply a remedy us try to do this uplift stunt in positively dirty and un 

Some years ago it was my pleasure to addre a meeting initary surrounding 
of a protessional men club Taking for my subject Every plumber sells and installs water closets! We 
“Sanitation I tried to place my business, the plumbing might stop right here and let that sink in; were it not 
business, before these men in its proper light as being of ior the fact that the writer in his personal experience has 
the utmost importance in the advancement of civilization met at least one master plumber who showed the prope! 
They listened interestedly and I congratulated mvself on idca of what should be done 
having made at least some impression One of my young friends remarked that he wa hout 
to move his place of business, and asked me to ¢ with 

] SHORT time thereafter | happened to meet one ot him to the proposed new location to look thing ve! 
A the gentlemen-—--who by the way was a preacher as Upon arriving there he asked the landlord whe the 
he was coming out of a plumbing shop I wa not a water closet was located. It was found in the « il 
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he Classic fits any sin 


VERY home in town is a prospect for the Classic 
Sink Fixture. Every woman who wants a Classic 
in her kitchen can have one 

That is because of the exclusive, patented adjustable feature 
which distinguishes the Chicago Classic from every other 
sink fixture on the market. 


[he arms are adjustable to various widths from 4 inches up to 123% 
a range wide enough to meet every situation 


[his is a great convenience for the plumber in installing Classic 
l'wenty minutes is ample time for the job 


You are familiar with the other important Classic features: the swing 
ing spout, splash-proof nozzle, self-draining soap-dish, hose and spray 
attachment, and the everlasting feature—the Quaturn Renewable Worl 
ing Unit that saves all wear on the body casting 


No wonder every woman wants a Classic. A!! you have to do is dis 
play them in your window and talk about them every chance you get 


Write for illustrated catalog and prices. Many fine dealer helps are 
provided to help increase your profits. Just ask for them 


The Chicago Faucet Company 


2700-22 North Crawford Avenue Chicago, Illinois 


Standardized, renewable Cc i. \ CAE Go 
working unit. Seat replace- 


able as well as washer. 


Makes Chicago Faucets ever- 
lasting because there is no 
wear on the body casting. 
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ERFECTION Valves are made in a wide 
P variety of designs—no matter what class 

of building you are working on—the resi- 
dence, apartment house, office, hotel, school, 
etc.—there is a perfection valve that will ex- 
actly suit the requirements. 
Every Perfection Valve is carefully tested be- 
fore shipment is made. 


A complete catalogue of Perfection Products 
will be mailed you on request. 


Practically our entire line of floor plates, air calves, towel 
bars and flush valves are shown in the 1925 DOMESTIC 
ENGINEERING CATALOG DIRECTORY, pages 434, 
435 and 817. Reprints, punched to fil T. E. B. Loose 
Leaf Catalog, supplied on request. 


The Beaton & Cadwell Mfg. Co. 


New Britain, Conn. 
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\f 0 


1925 


DOMESTI( 

and was of the vintage of the late eighties. When the 
plumber objected to this condition the landlord replied, 
“If that is not good enough for you will 
furnish better yourself.’’ I hope every plumber who reads 
this will benefit by the young man’s answer: 
will either provide first-class toilet 
When it comes to plumbing 
I expect to 


you, have to 


‘You accommoda 
tions or the entire deal is off. 
fixtures nothing is too good for a plumber. 
use this store for a plumbing shop, and the one thing I 


must have is the best and most sanitary plumbing equip- 


ment.”” 
THE STORES ARE DIFFERENT 
HAVE been in many plumbing shops in many cities, 
and in many plumbers’ homes. In their homes we 


find the best of fixtures in excellent sanitary 


In their stores and offices we usually find 


are apt to 
conditions. 
just the opposite. 
would hesitate to have a customer, especially if it were a 
woman, use the sanitary equipment. It is not necessary 
We all know it is not 


In a majority of cases the plumber 


for us to say that this is wrong. 


right. Then why does not each one of us try to make it 
right? 
How can we consistently talk better fixtures, more 


accommodations, better sanitation to customers, and 
at the same time put up with antiquated and often filthy 
equipment in our own places of business? 


It is all very well to put this off as a joke and point 


our 
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to the shoemaker's children who run barefooted, but the 
joke is on the industry that thus lowers the standing 
which it of right should occupy 

The trade press is constantly and consistently advo 


Many of 
beating the 


cating more and better public comfort stations 
our craftsmen are in season and out of season 
Would it 


were in 


same drums not be glorious if every plumbing 


establishment such sanitary shape that it dared 


put up the International Public Comfort Station insignia 
upon its place of business? It would be great if every 
plumber could say to the public and to his customers 
“Come, all ye that are weary and heavyladen, into a 
sanitary and up-to-date comfort room Let us show you 
good plumbing fixtures in actual use that you may know 
what and where to buy And you may know what to 
demand in your habitations.” 
Talk about advertisements! What better busine 

getter can there possibly be than such plumbing fixture 


and sanitary equipment in actual use in your places of 


business? Then you can consistently talk about it You 
can show it. You can demonstrate it Would you ask 
a woman client to wash her hands in the sink or lavatory 


now in your place of business? Fully 80 per cent of you 


must answer no 


As conditions are now, most of us are talking through 
our hats because we do not practice what we preach,” 
Just think it over. 


Forced Hot Water Heating 


(Continued from Page 25) 


system and with a top connection to the tank for equal 
izing the pressure; the float is so located as to be in 
operative, holding the water supply line closed, until the 
water in the tank becomes lowered to a point below the 
normal water level. When the water reaches this low 
point, the float is lowered and by this motion operates 
through the levers and opens the water sup- 
ply line until the level in the tank reaches the point at 


system of 


which the float closes the line again. 

In the event of repair being necessary, the water sup 
ply device may be cut out of service by the gate valves, 
and water by-passed into the tank by hand, as required 
located at end of the tank so that 


glass is one 


A gauge 


the level may be seen at any time A detail of the auto 
) 


matic water supply device is shown in Fig. 2 


At the upper right hand end of the tank in Fig. 1 is 
a float controlled trap; a detail of this is shown in Fig. 
3. This is connected to the end of the tank by valved 
top and bottom connections, with the float centered at 
a point well above the normal water line in the tank 
The outlet opening of the trap is therefore normally 
closed. When the height of the water in the tank 


reaches the point at which the trap is set to operate, thy 


float is lifted and the excess water drained off 
A pressure gauge is located in the return line, and a 
drain valve so that the tank may be emptied at will 











The Class is growing rapidly. In fact it is growing to such proportions that it is difficult to 
know just how to handle it. In this article for instance, it is impossible to publish the 42 draw- 
ings that have come in. What shall be done about it? After due consideration, it has been 
decided that the Class will have to go on no matter how large it becomes. Many members 
of the Class would regard it as little less than a disaster if the scope and benefits of the Class 
were curtailed. So here is the solution. We shall publish only 20 of the 42 drawings referred 
to above. We shall, however, write a personal letter to each of the 22 members whose drawings 
are not published. In this letter will be enclosed the same criticisms that would have been 
published had there been sufficient space. The drawings will also be returned to these members 

In future articles, the drawings selected for publication will be those received first in the mail, 
due consideration being given to the distances the drawings have to travel. Of course, where a 
member of the Class signs his initials only, it will be impossible to send the criticism or to return 
the drawing. So it is requested that each member who does not want his name published, write 
plainly below his name and address the words “Use initials only.” If this is done, initials only 
will be used in the event the drawing ts published, and the drawing and criticism will be returned 
in the event that the drawing comes in too late for publication. 


The 
Schoolmaster an His Class 


HE PROBLEM that confronts us at this session Fig 17A.—¥. H. Gaskell, Hastings, Mich. 

of the Class, is the incorrect plumbing elevation ix. 18.—R. Buckley, Minneapolis, Minn. 
, Sig Iter Biege tochester, Mi 

shown on page 29 of the February 29 issue, and Fig. 1SA Walter Biegel, Rochester, Minn 


by the way, this drawing has its full quota of mistakes A letter enclosing criticism has been sent to each of 
With no particular purpose in mind, we have arranged the following: 
the drawings a!phabetically, by states Occasionally this Fig. 19.--l. W. Sanborn, So. Hibbing, Minn 
method may help to show more clearly, the comparison Fig. 20. -Fred Bouchein, St. Louis, Mo 
Fig. 21 Jack OBrien, Roundup, Mont. 


of methods followed in the different states 


‘ : Figs. 22 Jock Peavis, Omaha, Nebr 
We received drawings from the following Mir 66 ot thabies Sarai aSaldctl Ao. 
J W r. B Birmingham, Ala Fig. 24 W. J. Hestlein, Newark, N. J. 
I V. H. Doney, Brampton, Ont., Canada Fig. 25 Emile KF. Moosbrugger, Somerville, N. J 
big M. I Brantford, Ont., Canada Fig. 26 Louis Liess, Union Hill, N. J. 
| ohn BK. Watt, Chatham, Ont., Canada Fig. 27 Alexander McHenry, Brooklyn, N. Y 
Fie David Ross, Vancouver, B. C., Canada Fig. 28 A. Ek. Voorhes, Huntington, L. L, N. Y 
} Moo. Shepherd, Craig, Colo Fig. 29 M. H. Martin, Mineola, L. LL, N. Y 
I Cockburn, East Hartford, Conn Fig. 30 John IY Edwards, Niagara Falls, N. Y 
! \ ter H. Smith, Wilmington, Del Fig. 31 Leo Kunik, Cleveland, Ohio 
Fig 1B Flynn, Chieago, } Fig. 32.—-A, Kobessen, Cleveland, Ohio 
i r 4 I I nd, 1! Fig. 33 iwddie V. Myers. Norwalk, Ohio 
ig ae m, Wa n, lowa Fie. 34 Chas. K. Schell, Connellsville, Pa 
rig tM Atchison, Kar Fie. 35 “H. F. R..” Reading, Pa 
Fig 1 John T. Fletcher, Baltimore, Md Fig. 36 Stanley Rusling, Newport, R. I. 
lig. 14 ih. G. Parker, New Bedford, Mass Fig. 37 James Ferris, Sioux Falls, 8S. Dak. 
Fig | Frank 1} Quirk, Peabody, Mass Fig. 38 I (. Griffin, Seattle, Wash 
Fig, 16 loseph H. Beagan, Waltham, Mass Fig. 39 W. L. Rodgers, Green Bay, Wis 
Fig. 17 Is. Dutton, Jackson, Mich Fig. 40 Alfred T. Walter, Milwaukee, Wis. 
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Inspection for Servic 









Every Part after Every Operation is 
Given a Careful Inspection 


That is the policy followed in the 
manufacture of O-B Valves. And it’s a 
mighty good policy to follow because, 
even with the Technical and Metallur- 
gical control, the correct bonding and 
mixing of sands for cores and molds, 
proper pouring temperature of the metal, 
careful machining of parts and extreme 
care in assembly—inspection for service 
adds just one more factor of safety. 

And it’s this added safety factor 
that means the most to you and your 
customers. 


Ask Your Supply House for O-B Valves 


The Ohio Brass Co. 


Mansfield, Ohio 
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of the 


Svervblot 


WATER HEATER 


i— Heating Surface. 

2— Burner. 

3— Thermostat. 

4— Absence of Condensation. 
5— Freedom from Liming. 
6— Freedom from Trouble. 





2~The Burner 


The EverHot Burner will not burn back-fired. In this 
respect it differs from all others. When it is understood 
what damage can be done by a back-fired burner in any 
kind of a water heater——the EverHot burner will be duly 
appreciated. 


The flame is non-carbonizing. The combustion is 
complete. No part of the flame comes into contact with 
the heating surface. 


The burner has an unlimited turn-down. This enables 
it to function as the pilot light. This simplifies construc- 
tion —reduces the possibility for trouble—and any seep- 
age through the thermo valve is burned in the pilot and 
utilized. In the other types, any seepage is wholly 
wasted. 


The EverHot burner is just as efficient after years of 
service as it is when new. It is also just as efficient as a 
bunsen burner, when the bunsen burner is new and clean. 


It is simple in construction, no mechanical mixers 


sg { no gauzes or other parts to give trouble. 


The EverHot burner is responsible to quite a degree 
for the freedom from the necessity for service and repairs 
that characterizes the EverHot Heater. 





Next week subject No. 3 ‘‘The Thermostat” will be 
treated. Subject No. 1 ‘‘Heating Surface’’ was treated 
in May 2nd issue of Domestic Engineering. 








Prices 
Baby Grand $66 — Junior $99 — Senior $160 


fverHlot Heater Company 


5211 WESSON AVENUE ©) DETROIT, MICHIGAN 





Mention Domestic ENGINEERING when writing advertisers. 
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DRAWINGS WELL DONE 
UITE a remarkable fact is that of the forty-two 
members sending in these corrected drawings; only 
two have drawn on the original drawing,—the other 
forty chose to make complete new drawings. Not only 
that, but the drawings were unusually well done. It is 


perfectly O. K. to make the corrections on the original 
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drawing; in fact, we suggested the idea, but the fact 
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that thirty-eight out of forty went to the trouble of 
making complete drawings is taken by the Schoolmaster 
as evidence that you feel the benefits gained from this 


work are worth the expenditure of a considerable amount 
of your time and thought. 

Several have recently suggested that we should be 
giving more attention to pipe 
the past. The reason have overlooked 
is the fact that the correction of large numbers of 
drawings is necessarily filled with detail, and the con- 
sideration of pipe sizes would add more detail we felt. 
However, it is an important feature, and we agree that 
it should be handled. In the future we will ask you to 
show sizes of pipes. At this‘time it does not seem to 
us necessary for you to indicate fix- 
ture wastes and vents, and therefore we are asking for 
sizes on main and principal pipes only. 

In previous problems we have often noticed that con- 
nections were made by many which would not naturally 
be made on the actual work itself. This is well illus- 
trated in Figs. 1, §, 12, 18. On the third floor there 
are two bathrooms back to back, and you will doubtless 


we have in 
this feature 
the 


sizes than 


we 


sizes of individual 
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agree that under these conditions, one soil stack and 
one vent stack located between the two bathrooms is 
the method that would generally be followed. In the 
drawings named above, this plan is not followed, and 


the point that we make is that under actual construction 
conditions, that plan would be the one generally used. 
This point has nothing to do however, with the sani- 
tary features, for they may be O. K., regardless of the 
general method. 

Following is the discussion of the drawings shown in 
this article: 
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COMMENTS AND CRITICISMS 

Each set of laundry trays should have its own 
Or 
refrig 
latter 
we 


IG. 1 
trap 


dinarily we would consider it 


The venting of water closets in pairs is good 
the 
fountain waste, but as the 
the 


wrong to connect 
erators into the drinking 
directly into drainage 
connection O.K., 


B have 


does not discharge system, 


consider the 


Fig. 2 4 and crown vents Waste discharges 
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into the heel of bends C and D, whereas the 
is on the of the bend The three 
at H have full § traps, and still are 
In reality these two loop vents do not vent 
from the case of 
The long outlets of the traps 


proper point 


side fixtures at G and 


served by loop vents 


Their proposi 


tion is entirely different the group at F, 


for the latter has P traps 
at Gand H act as the long arm of a siphon, and the loop 
admit air to them to prevent siphonie in- 


vent cannot 


fluence on the trap seals In other words, when circuit or 
loop vents are applied to such fixtures as lavatories, sinks, 
have P traps or 
vented, the flush of 
the vent the 


pass through the 


laundry trays, they must 
As I 


may 


urinals and 


their equivalent. and J 
through 


should 


are 
water closet into 
The 
roof, and have no connection system. 
Fig. 3.—A and B The 
erators should have such a connection as shown in Fig. 4; 
they the drainage 
system, always danger of contamination. 
The venting of C, D, E and F 
to be vented, P traps should be used, which would allow 
the 


one pass 


other. refrigerator vent 


with vent 


should have P traps. refrig 
connected to 
food 


If these traps are 


should not be directly 
as there is 
is poor. 


use of continuous vents. 
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Fig. 4 As A-B and C-D are vented, waste from one 
toilet ma) pass te the other. Each fixture of group E 
should be separately trappea. As connected, F and G do 
not appear to be vented. 8-in. for the main drain is 


much too large: 5-in. is ample. 
FROM BRITISH COLUMBIA 
NIG. 5.—-This is another drawing under the Vancouver 
ordinances, which far different from the 
dinary plumbing ordinances that it is difficult to criticize. 


A DRAWING 
or- 


are so 


Wet venting is used extensively, but it seems to us that 
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illions will read 
about AIRID this year 


T’Scoming —the most aggressive cam- 
paign ever run on Airid Air Valves! 


May 9, 


Your own customers in your home town 
are going to learn that it is no longer 
necessary to fuss with old fashioned 
valves. 













With the first touch of frost, next fall, 
you can begin to cash in on the ever 
increasing demand for this American 
Radiator product. 


At your jobber or from our nearest branch 


Made and guaranteed by 


AMERICAN RADIATOR COMPANY 


Ipeat Boilers and AMERICAX Radiators for every heating need 
1807 Elmwood Ave. Dept. S Buffalo, N. Y. 
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it done with good judgment In previous articles we 
have given the Vancouver laws governing this work. 
There is evidently something wrong about the venting of 
E and F, as they are vented back into the soil stack 
We would think A would more naturally connect into a 
double fitting with D. 

Fig. 6 A needs no separate vent Refrigerators 
should have indirect connections The vent connections 
for pairs of water closets or slop sinks, B-C, D-E, F-G, 
H-I, J-K, and L-M are such that waste from one fixture 
may pass to the other. In such cases the vents from the 
two fixtures should not come together at a point below 
the top of the fixtures. Why not give pairs of sinks and 
























































lavatories the same double connection that N and O have? 
It would make a better and less expensive job We do 
not understand what is intended for the urinals 

Fig. 7.—Our remarks on Fig. 1 refrigerator connec 
tions apply here Unnecessary to separately vent A B 
and C are crown-vented. This drawing is well thought 
out. The water closet vents do not drain properly 

Fig. &.-—-Fixtures A, B, C, F, G and J should be vented. 
He and I we do not consider adequately vented Refrig 
erator wastes should have a sharp pitch 

Fig. 9.—A and C are without vents, although some 
ordinances would consider both vented by the nearest 
vertical fixture waste and vent. D, F, G and I should 
have a separate trap for each fixture; also H should have 
a separate trap Refrigerators B and EF should not con 


hnect direct to the drainage system Drinking fountains 
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are crown vented. The main vent J should connect into 
its stack or into the main drain, but not into the water 
closet bend. 

Fig. 10.--C, D, F and G should have vents. E, H and 
the four fountains at the fight are inadequately vented 
The remarks concerning G and H, Fig. 2, apply to the 
venting of these fixtures. 

Fig. 11.—The remarks concerning refrigerators under 
Fig. 1, apply here. Since refrigerators connect into the 
fountain stack, we feel it would be better to run the 
stack directly through the roof, rather than to connect it 
into any part of the drainage or vent system. A, B, C, D, 
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KX and F have wet vents \ rather unusual feature is 
that A and FE are vented by the same wet vent, likewise 
Band F This is true also of Fig. 10 


Fig. 12 A and B seem rather awkwardly connected 
It would have seemed more natural to run a soil stack 
alongside of vent stack C This, however, is no criticism 
against the actual connections We would prefer to see 
vent stack D connected back into stack E It w ld b 
more natural to vent F as G is vented 

Fig. 13 The water closet vents should connect into 
the bends at a sharp angle, to allow them to drain rhe 
urinals and bath tubs appear to have crown vent \. B 
(, D and EF have wet vents Considerable saving and a 








better job could be made by connecting pairs of fixture 


into double waste and vent fitting 


Fig. 14 There is not a great deal to criticize in thi 
work It would seem to us that instead of having both 
vent stacks G and H, one such stack running close to 
stack K could do the work just as well In that ca 


where circuit vents are now used, loop vents would be 
used Where two toilets or two slop sinks are set a A-B 
C-D and E-F are, double fittings with a vent opening may 
be used to advantage, one vertical vent serving the same 
purpose that two now serve 

Fig 15 


vented Toilet and slop sink vents should so connect into 


Several of the fixture appear to be crown 


the bends, as to allow condensation and scale to drain 
out of the vents 


Fig. 16 Baths and urinals are crown vented \ ; 


== 


ain 














and C should each have its own separate trap Toilet 





vents have the same poor construction a criticized in 
Fig. 15. Why not connect D-E and F-G as H-K are done? 
Kig. 17 Vhy not stack-vent A and B as done in 
Fig. 1¢? (C has a wet vent, which seems to us O.K., also 
D and EK, although we do not like the heel connection 
Some of the toilet and slop sink vents are to be criticized 
as in Figs. 15 and 16 Urinals appear to have crown 
vents. F, G and H should be separately trapped. J and L 
are both wet vented by the same vent, likewise M and O 
Fiz. 17A Wet vents are used to quite an extent in 
this drawing, A, B, C, D, FE, F and G being thus handled 
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Each set of laundr trays should have its own trap 
Fig. 18 A, P and C do not require separate vents. B 
and C should connect as in Fig. 17A Fountain stacks 
should pass through roof S is properly vented if wet 
vents are ollowabl Two vents on group D are un- 
necessary E-F, K-L, M-N, O-P and Q-R are not ade- 
quately vented Possibly the idea is that a circuit vent 
has been provided these fixtures, but such is not the case 
Figs. 11, 12 and 14 show how circuit and loop venting 
might be applied to these groups G and H show drum 
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traps for slop sinks We do not think this is generally 
done 

Fig 18A While no dimensions are given that ild 
govern the situation, it would be safer to vent A and B 
The vents on group C should have a sharp pitch into 
the closet connection D-E and F-G are wet vented by 
the lavatory connection, as mentioned in connection with 
Fig. 11. H and K are also wet-vented. This is one of 
the well-thought-out drawings, which reflects reat 
credit on this member of the class 


Photographs Help Sales 


By ALFRE 


HOTOGRAPHS, cleverly and intelligently used, are 


extremely valuable to the plumbing and heating con- 
tractor As an aid in securing new business, photo- 
graphs of work already completed can be most success- 


fully employed We doubt if their value in this respect 


is fully appreciated 


The contractor who has a photographic record of the 
jobs he has installed-—photographs showing the exterior 
of the building and interior views of particularly neat 
or unusual installations of boilers, radiators or plumbing 
fixture will find such a record of immeasurable as- 
sistance in securing new contracts. A well arranged bath- 


room, an exceptionally showy fixture, a radiator recessed 


under a window or enclosed under a window seat, or a 


neatly covered heating boiler with pipe connections show 
that 
subjects for interior photographs 


ing, are construction details provide excellent 


some 


and suitable 


GETTING THE “KNACK” 

PYANHE actual taking of the pictures is a matter that 
| is not hard to learn It is the developing, printing, 
mounting, etc., that requires the hand of the experienced 
man or artist Any person of ordinary intelligence can, 
in a few hours, learn to operate a camera For view 
and commercial work a good plate camera is better than 
a film camera The ground glass of the plate camera 
reflects the picture as it will appear on the photographic 
negative so that with a little experience the operator is 
able to note just how much of the object is covered 
by the plate and can otherwise see just what he is doing 
The best type of camera for the work is a view camera 
one that uses plates 614x814 or 8x10 inches in size 
The camera should be fitted with two lenses, one for 
taking exterior pictures and the other for interior work 
It is also possible now to secure film plates, which are 
a great deal less bulky and hence easier to carry than the 
glass plates 

In every town or city there are men or concerns who 
make a business of developing photographic plates and 
films and of printing and mounting the photographs 
This portion of the work is comparatively inexpensive 
and if the labor (time and trouble) of visiting the build 
ing and taking the pictures is saved the photographer, 
the finished photographs should be obtained at a very 
moderate cost If there is no person about the shop or 
office, or otherwise interested in the business, who can 
operate the camera, this fact need not prevent the adop- 
tion of the plan suggested, as in every community there 
are photographers who do commercial work. By special 
arrangement and by giving one man all of the work it 
is possible to secure the photographs at a reasonable 
price 

Our attention was called some time ago to another 


D G. KING 


good method of using photographs in the plumbing and 
heating A New England plumbing and heat 
ing contractor was using this method with great success 
He photograph of every 


business. 


made a practice of securing a 


residence or other building in which he had installed 
plumbing or heating equipment These photographs 
6%x8% or 8x10 inches in size, were trimmed down so 
that they were all of one size and were then mounted 
on the right hand pages of a well bound scrap book 
On the left hand page, opposite the photograph, was 
pasted a letter from the owner expressing his approval 


and with the work. When a prospective 
client called on this contractor to discuss the installation 
was given the 


and read 


satisfaction 


Oop 
the 


heating he 


the 


of a plumbing or system 


portunity to examine photographs 


letters. As a result of this he forms such a good opin 
ion of the character and ability of the contractor that 
when his bid is received it receives the most careful 


and is frequently accepted even though it 


bid for the work. 


consideration 


is not the low 


RECOMMENDATION 
letters of 
contractor 


LETTERS OF 
had 


SECURING 


SKED if he 
from customers said 


commendation 
that it that the favor He 


stated that he worked on the principle that he had been 


any trouble in securing 


this 
was refused him. 


was seldom 


paid for service and he never left a job until every de 
‘tail of the work was satisfactory to the owner. In the 
case of a heating system he followed it through the 
first winter, visiting the job frequently to see that it 
was operating efficiently and satisfactorily. The owner, 


with the service rendered, readily provided the 
contractor the letter of 
The experience of this contractor demonstrates clearly 


pleased 


with desired recommendation 


the fact that a master plumber or fitter who is alive 
to the successful growth of his business, makes every 
effort to satisfy his clients and considers service as a 


part of the obligation incurred with the signing of every 
contract for the installation of plumbing or heating work 
Attractive photographs of buildings in which plumbing 
heating work has been framed and 
used to good advantage to adorn the walls of the offic 


or installed can be 


and showroom. When so used it is well to paste a 
legend on the card mount before framing. This legend 
should identify the building by name and also shovld 
state the character of the system installed by the con- 
tractor. 

Every person, to a greater or lesser extent, relies on 
and is influenced by the judgment of others. People 
believe what they see and when they see photographs 
of fine buildings in which a contractor has installed 
plumbing or heating systems they can not fail to be 


influenced in his favor. 
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NO. 200 BULL-DOG HIGH TANK 
Replace a High Tank with a High 23 
’ B 
ULL.p 
Y - a "DOG 
| Tank and Save the Bowl H TANK 
WH ° A 
| ALTHOUGH the lowdown has come into general use ™ 
| there never has been or never will be a better performer tp or’ 
| ‘,% 
| than the high tank. It is easy to operate, flushes any bowl ta 
and seldom needs repairs. 
When a plumber is called in to remodel an old bathroom @ “sang 
there is no need to put the householder to the expense of |] on quality } 
| a complete new closet combination. If the high tank is 
| leaky and unsightly replace it with the No. 200 which | 
cannot leak and is a thing of beauty forever. Also if the WILLIAM REAP’ a some / 
| seat is bad put in a Bull-Dog, preferably white to match the sen es | 
| tank, This gives an efficient new closet combination hs | 
at minimum expense. _— 
/ 
Manufactured by 
Al EAL ES 
PIONEER SEAT MANUFACTURERS OF AMERICA 
ae 
a. __ | 
GRAND HAVEN, TRENTON, . 8) 
MICHIGAN NEW JERSEY 4 a | | 
The jobber who is not handling the Bull-Dog Line should be just to himself and investigate | 
—— a = _—$—$—$_ $$ ~ = 
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INSOLIDATED SCHOOL, TIPTON, LOWA, UNIVENT EQUIPPED, C. F. ROCK PLBG. & HTG. CO., ST. JOSEPH, MO. Contractors 
H. W. TREASE, DES MOINES, IOWA, Engineers 


Heating and Ventilating Engineers 
Find Big Profit Fields with Univent 


Better schools everywhere are using Univent Ven- 
tilation. Factories, telephone buildings, and crowded 
office buildings are seeking and finding in it the 
solution to their heating and ventilating problems. 


The progressive engineer, in step with the time, 
finds in this situation an opportunity for profit. 


The Univent is a complete ventilating machine for 
drawing fresh air directly from outdoors—cleaning 





Open view of UNIVENT illustrating it—warming it to a comfortable temperature—and 
A.—Copper radiator without a single joint, ab- : . - ° ° . 

solutely leak-proof. delivering it with an agreeable air motion— but 
Se ee eee without draft. In operation it is even more simple 
>.—Cone type fan specially insulated for quiet 7 ss - ° . 

operation. than opening the windows for ventilation and the 


results are obvious and more beneficial. 


Write for Architect and Engineer’s Edition of 
Univent Ventilation. You will be interested in our 
plan of cooperation, which gives you the sales advan- 
tage of our Engineering Department on any job you 


Ventilation are after. 
THE HERMAN NELSON CORPORATION Moline,Ill 


1963 Third Avenue 
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The Questions and Answers Department is open to all readers. 
what is more, this department is an open forum, where readers may discuss plumbing and heating subjects. Don't hesitate to ask 





Here their questions are answered—their problems solved. And, 
| 


questions about the things you want to know, and don’t fail to send in your comments and criticisms of questions that have been an- 
swered. While all questions are answered by men who are expert in their particular lines, your experiences may help a fellow crafts- 
man who is in need of information. This department is for the craft. Use it freely. There are many ways to untie knotty problems. 





HOW TO IMPROVE HOT WATER SUPPLY SYSTEM 


Editor, ‘Domestic Engineering” Fig. 1 shows a sketch 
on which I would be pleased to have your opinion, as to 
whether this installation of a domestic hot water supply 
system is correct. If it is wrong in any way or if any 
improvements can be made, please give me your advice 

Pennsylvania. KR. G. A: 

The installation, shown in Fig. 1, will answer if the 
valve in cold water to range coils is taken out and placed 
in hot line below tee at top of boiler at X. This will 
prevent the cold water from this boiler from entering the 
hot line to fixtures, at the same time using this tank 
as a tempering tank for the lower boiler Valves should 
never be placed in pipes to or from the range coil. When 
using the upper boiler and range, a valve should be placed 
on the cold supply to the lower boiler and shut off to 
prevent the cold water from forcing its way to hot line 
to fixtures. However, we would not recommend this 
method. 

Fig. 2 shows a very simple, sure and safe method for 
such an installation. This has a separate cold supply to 





fief, Hor fo Fyprores a" 












j x 
’ 
ii. /3? 
Sy 7 Floor 
, | 
* KS Me Kitchen 
4 IS kange 
~ 








| 


5g," Brass f;, 
t 1" B : fipe Ps 
ergs ve SS Yalye Shut of f in 
» Summer Geqgson 


% 


WB. 





4 























oN, 

















t Hot 
| i 3"vent from Gas Heater 
j 40¢al. Automat 
| Ststage — 
] 
j 
| j 
1 
Basement 
Fig. 1 


= = 


each boiler. With this method all that is necessary is to 
shut off cold supply to lower boiler when range is in use 
(if so desired) or cold supply to upper boiler when gas 
heater in basement is in use with the necessary drain 


cocks at bottom of both boilers With this system both 
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Fig. 2 


boilers may be used at the same time by simply having 
both cold supply valves open. So you have the upper o1 
lower, or both boilers in use as desired by simply opening 
or closing one or the other of the two valves or having 


both open. 


HOW TO HEAT A PLUNGE 


Editor, ‘‘Domestic Engineering” Will you kindly ad 
vise me about the best and most practical way to heat a 


plunge, 7x7 ft., to a temperature of about 130 degrees 
New York H. G. E 


Correspondent does not give any data regarding the 
plunge bath that will assist us in advising him of the 
requirements. It does not seem possible that the water 


is to be heated to 130 degrees Neither does he give the 
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Why should you use 
Oxweld welding rods? 




















PLUMBERS know 
that the quality of or- 
dinary filler rods is an 1 
unknown quantity 
That is why they use 
Oxweld rods. To pro- 
ducea weld with a suf- 
ficient factor of safety, 
competent operators, 
efficient apparatus, 
and pure gases must 
be used with welding 


rods that are right. 





IRT in the weld can be seen by an 

alert operator and by careful puddling 
he will be able to work it to the surface 
and remove it. 


This work is tedious and takes time. 
And the added time will soon equal the 
money supposedly saved in buying cheap 
and inferior welding rods. 


Poor welding rods might look like good 
ones—except under a microscope. Then 
the particles of dirt or “inclusions” be- 
tween the crystals of metal are seen 
clearly. And this dirt is a direct cause of 
weakness in welds. 


Oxweld engineers are not content with 
specifying merely the chemical composi- 
tion of Oxweld welding rods. They go far- 
ther. All Oxweld rods are carefully tested. 
Steel, cast iron and non-ferrous rods are 
first flame tested to determine their weld- 
ing qualities, with special attention given 
to eliminate any showing “inclusions.” 
The test of chemical composition is then 
conducted. As a final check of steel and 
cast iron rods, coupons are welded and 
undergo a pulling test for tensile strength. 
These tests for physical properties are the 
most important, but only rods which pass 
all the tests are approved for shipment to 
customers. 


To obtain better welds, buy better rods 
—Oxweld rods. 


Oxweld Acetylene Company 
LONG ISLAND CITY, N.Y. 
Thompson Ave. & Orton St. 


CHICAGO SAN FRANCISCO 
3642 Jasper Place 1050 Mission Street 
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WORLD’S LARGEST MANUFACTURERS OF WELDING AND CUTTING EQUIPMENT 
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deoth of water in the 7 ft. x 7 ft. plunge, nor the length 
of time available to heat the water, 
of {he water supply. 

robably the most simple method of heating the water 
is by circulating it through a hot water boiler. There 
should be two supply pipes about 3 inches with inlets to 
one side of the plunge. These inlets should be from 12 
inches to 18 inches below the of the The 
return circulation should be taken from the side opposite 


nor the temperature 


level water, 


to the supply and the outlets should be about 6 inches 
from the bottom of the plunge The heater should be 
placed about 2 ft. below the bottom of the plunge in 


order that the return circulation may have a drop of 12 
inches or more before entering the return openings of the 
hot water boiler. 


TROUBLED WITH AIR IN RADIATORS 


Editor, “Domestic Engineering” I have been having 
complaints about air collecting in radiators on hot water 
ago in 
two one-story residences. 500 ft. of radia- 
the 1,000 ft The 
water seems to stay in the system all right, as no leaks 
the air the 


of the radiators even though there is water in the expan 


heating systems which I installed fourteen years 


There is about 


tion, and boilers have a capacity of 


have yet been discovered, but collects in top 


sion tank. The air is let out every two days, as it collects 


that rapidly. This past winter has been the first season 
when the systems have given trouble 
Nebr. Co Wea 


that 
all air was not removed; in other words, air was pocketed 


It is probable that in filling the hot water system 
at certain points and gradually works to the radiators. 
Not having a sketch of the systems we can only assume 
such a condition, as we cannot “check up” the piping. 

If these systems have been in use fourteen years with 
out any air trouble, it should. not 
they were freshly refilled last fall. 


develop now unless 


INFORMATION ABOUT COAL CONSUMPTION 


Editor, “‘Domestic Engineering’’:—I have been a sub 
scriber for your valuable paper for the past several years, 
but I have never submitted any of my problems to your 
magazine, so I will make a beginning. 

I have a hot water heating plant installed in a building 
which heats a house and store combined. Including pip 


ing which is exposed, there are about 930 sq. ft. ef direct 


radiation attached to this plant. 280 sq. ft. are in the 
store and the balance in the house. In a test I con 
ducted this radiation heated the store to 60 deg. and 


the house to 70 deg. with the water in the boiler at an 
average of 165 deg. for a period of 24 hours. The tem- 
perature at (Fahrenheit) outside. 

About what should be the coal consumption of a boiler 
to carry this load using Iowa lump (Polk County)? This 
coal tests in the laboratory about 10,200 B.t.u 

1 might add that there is a 12-inch 


10 degrees above zero 


per pound. 


flue in this house 


about 30 ft. high, and the draft seems to be very good 
lowa. C. W. D. 
The probable coal consumption required by a _ boiler 
for any certain job is a very uncertain factor. So many 
conditions enter into the proposition that it is almost 
impossible to estimate the result correctly. The human 
element—character of attention given the boiler—will 


largely increase or decrease the fuel requirement. 

A fair estimate, when a good grade of anthracite coal! 
is used, is from 1% to 134 tons of coal per heating season 
for each 100 sq. ft. of hot water radiation. The average 
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hot water boiler is operated at an efficiency of about 
60 per cent. Anthracite coal testing about 14,000 B. t. u 
per pound would therefore show that 8,400 B. t. u. per 
pound is available for heating (14,000 multiplied by 60 per 
cent equals 8,400) On the same basis Iowa lump coal 
would show 6,120 B. t. u. available or, in round n bers 
about 35 per cent more in weight than would be re 
quired if you used anthracite 

For 900 sq. ft. of radiation, 9 multiplied by 134 con 
(2,240 Ibs.) equals 15 tons of anthracite required 
15.75 plus 35 per cent equals 21.26 or approximately 
211, tons of Iowa lump coal This would seem t bye 
a fair average if the apparatus receives ordinary good 


attention 





New Jersey State Association Officers.—Top row: William 
Chesnut, trustee; W. T. J. Orriss, past president; George 
Hornketh, Jr., trustee; I. H. Morris, executive secretary, 


Newark Master Plumbers’ Association.—Second row: A. J. 





Hoffman, secretary; Walter Delthagen, delegate at large: 
Walter Grub, second vice-president.—lront row: J. J. Cor- 
coran, first vice-president; Joseph A. Durr, president, and 
G. HH. Werner, treasurer 
JERSEY CITY ASSOCIATION ENTERTAINS STATE 
OFFICERS 

The board of directors and officers of the New Jersey 
State Association of Master Plumbers were entertained 
at a little informal dinner recently by the Jersey City 
N. J.. Association on the oecasion of a short visit of 
the |oard in that city As both the local and state offi 
cers were present, it was an opportunity to take picture 





Lundberg, 


Jersey City Association Officers.—Top row: J. FB. 
sergeant-at-arms; Valentine Ringle, past president; A. G. 
MeIntyre, Reception Committee; J. 4%. Ward, Exhibition Com- 


mittee; Richard Entwistle, past president.—Second row: B. be. 
general chairman of Convention Committee; 8. J. 
Exhibition 
nittee: J, J. 
O’Brien, 
treasurer; James T. 


and J. T. 


Farrier, 
Crawford, 
of Convention Con 
the Association, and J. P. 
Front Coppinger, 
president; H. A. 


Committee; Charles Werner, treasurer 


Coreoran, past president of 





executive secretary.— 


row: J. J. Brennan, 


Cohendey, secretary, kidge, vice- 


president 














Never Split 


Woop Toitet Rr 


MVM SEATS ME 


Each seat is carefully fash- 
ioned in four sections, so that 
the cross grain runs around 
the hole. These sections are 
united in an inseparable unit 
by four bolts concealed In the 
wood. The hinge is designed 
for great strength and dura 
bility. Never-Split Seats are 
beautifully finished, and there 
is a type for every bowl. 























So tight is the grip of the 
bolt, so accurately ma 
chined are the tongue 
and grooves, that it is 
impossible for the joint 












to split or come apart. 





Model No. 120 


Best Made—Best Known 


OT only is the Never-Split seat the best manufactured, but 

for that very reason it is the best known and easiest to sell. 
Of course the general public doesn’t buy toilet seats as it does 
clothes, by brand name. But it is safe to say that every archi- 
tect and building contractor in the United States and Canada 
knows about the Never-Split seat and its famous bolted joint 
construction which makes splitting and warping impossible. 





There never will be a question a model of the famous Never-Split 
Evernu is the perfect about the seat you supply if you joint construction for your win- 
ee a sell Never-Split. It will show you dow display, a supply of attractive 
of great strength and better immediate profits and build folders for your mailing list, a dis- 
solid color hard rubber more good-will through long sat- play sign for your store front? If 
th Ms rape tag isfactory service. not, a postcard request will bring 
one lasting piece Have youa Never-Split Catalog, them to you. Mail it today. 


No finish to wear off 


No joints to open up - 
ARES NEVER SPLIT SEAT COMPANY 
a tee tee te Dept. 25, Evansville, Indiana, U.S. A. 


as durable as the seat Founded 1905 














The Largest Manufacturers of Toilet Seats in the World! 
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Advertising Editorial §4'85 bt 


A NEW ONE EVERY WEEK—No. 178 





Hot Water—Ouick! 


\NY times during the day there 
is need for hot water—when it 
‘ would be a convenience. Often 
it is a necessity so that immediate and 
thorough cleansing may be given to the 
hurts and skinned spots children acquire 
it play, or the housewife in her work. 

In hundreds of ways comfort and con 
venience is served by having hot water | 
ready for use at all times. It is really an 
economy over the old system of heating 
the water as needed. 





Come in and see our complete display 
Just drop 


Ask for a 
free copy of 
“The Story 
of the Bath,” 
an enter- tion. 
taining, in 
formative 
little book- 
let you will 
enjoy read- 

ing. Address) 


of water heating equipment. 
in for a visit and for your own informa- 
No obligation to buy. 


(In this space your Name, 
Telephone, and 











Names That Are Worth Millions 


N THE recent transfer of the Dodge Brothers motor car properties, 
[ the item of “Good Will” was valued at $100,000,000. In other words, 
the value of the name “Dodge” in the automotive industry is worth 
that amount of money. 

Your name ought to be worth something in your community It 
ught to be worth something, not only to those whom you have already 
served, but to the many others you might serve. A great part of that 
mmense valuation of the Dodge name is in its potential sales power 
among those who, while they have never bought a car, are partly 
pre-sold on the Dodge because of the advertising the company has 
carried on. 

The Advertising Editorials will build up good will for you 
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LETTER 
No. 15 


ad 





This month is “Hot Water for Every 
Need” 


' 
twelve peo 


month. Do you know ten or 


ple who do not have hot water 


heating equipment Send them the fol 
lowing letter, which ties up with the ad 


vertising editorial 


JO H N BROWN 

Plumbing Heating 
Mrs. Edward Jones, 

Two Rivers, N. ¥ 
Dear Madam: 

Countless times during the day you need 
hot water It helps get the dishes out of 
the way quickly after meals It makes bath 
ing convenient Often it is necessary to 
cleanse quickly and thoroughly the hurts and 
skinned spots children| acquire at play, or 





the housewife acquires in her work. 
The old way « 
is wasteful. With 


f heating water as needed 
modern water heating 
equipment you have hot) water always at your 
command, without waste 
In hundreds of ways comfort and con 
venience is served by hiving hot water ready 
for use every minute of the day You could 
name a dozen ways in/which it would speed 
up your work. 

Won't you drop in and see our complete 
display of water heating equipment? Abso 
lutely no obligation to buy. Just come in 
for a visit and for your own information 
Every courtesy will be extended you 

Very truly yours, 
JOHN BROWN 


Adlet 


ONE A WEEK—No. 37 


ON'T stop advertising because ou lon't 
D feel you can afford spate nece iry for the 
\;dvert i 


ing Ieditoria Use the Adlet The 
space i small, the me ige timely and right 
to the point Not ize, but constant repetition 
is the price of advertising success Just type 


out the following Adlet, with your name, ad 
dress and telephone number ind hand t 


your local paper 





| Hot Water Quick! 


Every housewife knows hundreds of 
| ways in which hot water ready every 


minute would speed up her work. Come 


in and see our very complete display 


of water heating equipment Every 


courtesy will be extended, without obli 


gation. 




















Delegates and guests attending the twenty-eighth annual convention of the Colorado Society of Sanitary and Heating 
Engineers, heid in Denver, April 28 and 29 


Two-day Session for Colorado 


J.P. Brickey, re-elected President. Conven- 
tion acts on Domestic Engineering’s reso- 
lution condemning the pollution of streams 


N APRIL 2&th and 29th the Colorado Society of THE COMMITTEES 
Sanitary and Heating Engineers held its 28th ua first order of business was the reading of the 


annual convention in Denver Mayor Ben F. Sta minutes of the last state convention by Secretary 
pelton gave the delegates a very hearty welcome and H.S. Lynn. Following the selection of the various com 
was responded to by Geo. EF. Smith, a former National di mittees to serve for the coming year, President Brickey 
rector made the announcement of the personnel of these working 
Following the welcoming address, J. P. Brickey, presi groups and outlined their work. 
dent of the Colorado State Association, introduced Na Resolutions Committee: D. J. Flatt, Colorado Springs 
tional Director F. G. Carthey, of Salt Lake City, who W. Y. Stewart, Denver; Ben Bernzen, Boulder. Audit 


greeted the members, delegates and guests with a brief ing Committee C. Haas, Colorado Springs; E. E. O’Con 


talk on co-operation From the time the preliminaries nor, Denver; E. B. Clayton, Denver. Credentials Com 
were completed, throughout the various sessions and until mittee: John Wallace, Denver; A. R. Hall, Greeley; D 
the gavel fell for the last time, the convention was lively Price, Montrose Standardization Committee: F. McGee 
and constructive and enjoyable in every way Denver; J. A. Gilbert, Colorado Springs: V. A. Kiser 





J. BP. Brickey, president of the Colorado Society; H. 8. Lynn, «. T. Haas, vice-president of the Colorado Society; J. ‘ 


secretary of the Colorado Society, and 8. J, Slattery; all of Gilbert and D. J. Flatt; all master plumbers of Colorade 


Denver, Colo. Springs, Colo. 
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ft; Eis 
| Holding the Confidence of 


South Bend, ludiane High Sch l | 
Architect: 


phony | Architects, Plumbers 


Plumber 
C. M. Oberlin & Com; 
( \< and School Boards 


9 
a” & 
Art 


f 
fit 
Es) MUST be more than mere coincidence 
#) that Clow plumbing protects the sanitary 
ss conditions of so many modern schools, of 


State Normal School 
New Britain, Connecticut 





Architect: 
Guilbert & Betelle 











Dla abese 
So which the few pictured on this page are typical. 
f 
shea Tete a Such practices as the “set-up” tests before shipment, 
Sa i oe and the perfect fit, appearance and operation that 
co wm ggg MIC me oe 1 . . . : 
™ — they assure, have been instrumental in building up 
pfientral Hit Schook and maintaining confidence in Clow plumbing. 
wae itt . . : F 
weet When such practices are coupled with the strictly 
, or | modern design —illustrated by the automatic closet 
a ae . . : . 
Vi \ \ pictured to the right—that 
Fs ' — 
Pas zon, means economical, water- 
" oEGit el ee ye ss 2 2 
MEE | | ‘ \ saving operation, it is small 
aE) CS | TS ; 
¢.5 He Seis e wonder that so many archi- 
Kearaey New Jerey Scho tects and plumbers specify, 
tees ais and so many school boards 
Plumber 8 ‘ ‘ : 
F. A. Brocdel Com insist on, Clow for all 
7 \ plumbing. 
: £34 | 
ies | JAMES B. CLOW & SONS 
Sf acai , 534-546 S. Franklin St. 
dst cee iN CHICAGO é | 
ieee ee ED a | faXy | 


— Sales offices in principal cities 


Irchitect 
F. F. C. Guilbert 
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Plumber 
R. B. McLean 
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- Phen \ 
Emerson ° gh School 


| PREFERRED FOR EXACTING PLUMBING SINCE 1878 


Ga 

Irchitect 
W. B. Ittner 

Plumber | 
C. H. Maloney pr 
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400” Series Boilers —= 

for Residence Jobs == 











} The problem of satisfactory and 
economical steam or vapor heating 
for residence jobs is one to which we 
have given particular attention and 
the development of our improved 
‘400°’ series is the result of a deter- 
mination to produce the best boiler 
of its type. We believe that we are 
doing it, and the results shown by 
actual service prove that it is at least 
unsurpassed by any other. 


The water circulation is positive and 
rapid as the waterways have been 
brought into effective contact with 
the fire and heated gases at every 
available point. A water-column in 
the rear for upward travel and another 
at the side for descending water 
enables the rapid production of steam 
and makes for a steady water line. 





Literature describing this 
line of steam and water 
boilers sent on request. 
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Denver. Apprenticeship Committee: S. W. Williams 
Greeley: Jas. Small, Denver; John F. Wallace, Denver 
Secretary and Treasurer H. S. Lynn read his annual 
report which showed that the state association has eighty 
seven members and is in a financially sound condition 
In his report State President Brickey told of the work 





J. J. Johnson, of Denver; F. G. Carthey, director of the 

National Association of Master Plumbers, and D. R. ‘thomas, 

of Minneapolis, special representative of the National Trade 
Extension Bureau 


he had done throughout the state during the past year 
and made a number of suggestions for the upbuilding 
of the association. The last order of business of the 
morning session was the report of Clarence Haas, of 
Colorado Springs, who was delegate to the National Con 
vention at West Baden last year. 

The first order of business of the afternoon session 
was the reports of the various committees Only one 
resolution was presented; that being the resolution pre 
pared by ‘‘Domestic Engineering’ condemning the pollu- 
tion of streams. It was adopted unanimously. 

National Director F. G. Carthey then addressed the 
convention and gave a detailed report of the activities 
of the National Association. 

Following Mr. Carthey, D. R. Thomas, of Minneapolis, 
secretary of the Central Western Credit Association, was 
introduced and gave a very interesting lecture on the 
benefits to be derived by any master plumber who will 
accept the service offered by the National Trade Exten- 
sion Bureau. Mr. Thomas explained that he was acting 
as “pinch hitter’? for the Bureau, as they did not have 
a field man in this territory at this time. 

The remainder of the afternoon session was given 
over to a general discussion of business and association 
affairs throughout the state. 








W. S. White; H. W. McGee, treasurer of the Colorado Society, 
both of Denver; D. F. Price, of Montrose, and A, S. Hubbell, 
of Denver 


BANQUET IS SUCCESS 
r HE banquet Tuesday evening was one of the best 
pet affairs ever held by the Colorado Master 
Plumbers. Geo. E. Smith acted as toastmaster, and 
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short talks were made by a number of the members, as 
well as National Director Carthey and D. R. Thomas, 
“pinch hitter’ for the Bureau 

A well arranged musical program was given, following 
which all took part in the dancing which lasted until 
the orchestra was played out 





John F. Wallace and Robert B. Wallace, of Denver 


WEDNESDAY SESSION 

NOLLOWING the big night it was only natural that 
|: the Wednesday morning session was late in getting 
started. However, after they did assemble, they had 
no trouble in keeping awake listening to a very inter 
esting talk on credits, given by D. R. Thomas In illus 
trating his talk Mr. Thomas used blocks, which he calls 
his four ‘’s’’-—Character, Capability, Community and 
Capital, and showed clearly that all credit and success 
of a business man depends on his character 

J. T. Williams, chief building inspector of Denver 
made a brief address on the value of standardization of 
building material, and said that the elimination of waste 


will make far better homes at a lower cost 


NEW OFFICERS 

EDNESDAY afternoon, the session was given over 
W:. unfinished business and the election of officers 
A paper was read from Jno. A. Quinn, of Philadelphia 
chairman of the National Association Apprenticeship 
Committee, in which he outlined the work being done 
by that committee. President Brickey, who is also an 
instructor of plumbing in the Denver Opportunity School, 
gave a brief outline of work being done by that institu 
tion where they are at present teaching about eighty 
pupils, forty of whom are registered apprentices 

The election of these officers followed: J. P. Brickey, 
president (re-elected), Denver; C. T. Haas, vice-presi 
dent, Colorado Springs; H. W. McGee, treasurer (re 
elected), Denver; W. H. Hensler, sergeant-at-arms (re 
elected), Denver; delegate to National Convention, J. P 
Brickey, Denver. 

H. S. Lynn, the live wire secretary of the Colorado 
Society of Sanitary and Heating Engineers, deserves 
much credit for the manner in which he secured pub 
licity and support from the local newspapers of Denver 
®oth the evening and the morning papers carried favor 
able reports of the convention and two of the papers 
contained two-column headings with pictures of the offi 
cers of the Association. 

The value of such publicity is difficult to measure 
In the first place, the public is awakened to the fact 
that the plumbing and heating trades really occupy a 
place in the business world far more important than 
is indicated by the local character of the business of 
the few contractors whom the reader may know of from 
direct contact. We need more of such publicity. 
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--- because it is worth more! 





Ask your jobber why the Maderno 
costs more than an ordinary closet 
combination and he will tell you, 
emphatically, that it is worth more 

he can then tell you of many 
advantages that make it worth a 
whole lot more than it really 


costs. 


and these are advantages because 
they are such things as an excep 
tionally long bowl and thin sanitary 
extended 


rim to prevent soiling 
































outlet so that the closet can rough 
in at 12 inches—lever handle and 
closet screws covered with china 
and other features that are not 
found on closet outfits costing just 
a little less. 


Sell your client a Maderno and he 
will soon forget the small extra 
cost he paid for it. But—he will 
always remember the satisfaction 
it gives him and the plumber who 


sold it. 








Maddock Closet 


Maderno K-3023 W 


White Vitreous China 
Syphon Action, Washdown, 
with Jet. 
Extended-Front Bowl 
Cut-Back Rim 
Thin. Sanitary Rim 


White Celluloid-covered 
Seat and Cover 

















COMPANY, Trenton.N./. 








sJEORGIA Masters in Busy Meet 


Thirty-third Annual Convention hears John J. Vogelpohl and 
H. E. Longley. Mrs. Shepard, President of Georgia 
Ladies Auxiliary tells of its work of pushing 
the “‘Bath-a-Day Movement” 


——— into a one-day session a busy program, the 
| thirty-third annual convention of the State Associa 
tion of Master Plumbers of Georgia had what one mem 
ber terms the first ‘real get-together in four years,” and 
wound up with a general conviction that the Georgia 
Association is about to take some big forward strides 
With President W. S. Loftis in the chair the meeting 
was opened and after his address of welcome and the 
appointment of convention committees, John J. Vogel 
pohl, National president, took the floor. Throughout 
his speech, which was received with sustained approval 
Mr. Vogelpohl urged upon those present the need for 
membership and active interest in local, state and na 
tional associations, all of which are working for the 
best interests of the master plumber He pointed out 
the need for co-operation with officers and leaders, and 
for putting into practice the policies discussed at con 
ventions. 
MR. VOGELPOHL’S SPEECH 
N ORDER fully to illustrate just how the National 
| Association is helping the master plumber, Mr. Vogel 
pohl gave a very complete report of the activities of its 
various committees—on Apprenticeship, the work of the 
Conference Committee in working out the various prob- 
lems of the industry; the efforts of the Educational 
Committee to shape a code of ethics which will come 
up at the national convention; of the scholarship which 
the son of a master plumber will receive, entitling him 
to four years at Carnegie Technical School, Pittsburgh; 
of the work of the Standardization Committee and what 





V. Da Peavy.’ of the National Trade Extension Bureau; John 
J. Vogelpohl, National president; W. 8. Loftis, retiring presi- 
dent of the Georgia Associution, and H. EF. Longley, vice- 
president, of the National Association of Master Plumbers 


it has done to eliminate confusion; of the Sanitary Com- 
mittee and its work with Herbert Hoover on the 20 Basic 
Principles. 

Mr. Vogelpohl called the attention of those in attend- 
ance most forcefully to the “Bath a Day’’ campaign, 
vhat it meant as propaganda and how by keeping it 
before the public it would mean more work for the 


master He urged the members to call this campaign 
to the attention of soap manufacturers, towel manu 
facturers, etc., to show them what the master plumber 
and his association are doing to co-operate with them 

rhe National Trade Extension Bureau, he said, be 
longed to the members of the association, and he urged 
that they make full use of its many services In con 





H. H. Darby, C. V. Millisores, T. J. Copeland, 0. L. Dempsey. 
W. A. Kelley and W. J. Brown, at the Georgia Master Plumb- 


ers’ convention 


clusion, Mr. Vogelpohl said, ‘Where there is a healthy 
master plumber association you will find a_ healthy 
condition Where there is no organization the public 
suffers, and the business suffers te loyal to your asso 


ciation and help to build it up.” 

A genuine ovation, lasting many minutes, was giver 
Mr. Vogelpohl at the conclusion of his speech, and Presi 
dent Loftis thanked him personally and for the members 
for his wonderful effort 

V. L. Peavy, field representative of the National Trade 
Extension Bureau, was called upon to give a complete 


of the various departments of the 


account of the work 
Bureau, touching particularly upon the Bureau’s book 
keeping system and the “Ask ’Em to Buy’ campaign 
Mr. Peavy also called attention to the plan which the 
New Orleans master plumbers follow in financing work 


for homes through the banks there 
LADIES’ AUXILIARY ABLY REPRESENTED 


NE OF THE high points of the meeting was the 
( address by Mr S. S. Shepard, president of the 
Ladies’ Auxiliars She urged that the men try to inter 
est their wives in their business, feeling that in many 
ways this would be of great assistance to the master 
plumber. In touching upon the ways in which’ she 
thought that the wives of the masters might be of as 
sistance, she cited an interesting possibility That the 
ladies could call upon those for whom their husbands 
had completed work, talk with the lady of the house, 


and see that she wa entirely atisfied This, Mrs 
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IT PAYS TO USE GOOD TOOLS 








Here is a typical scene on many a 
job — but not so much as it used to 
be. You can’t blame the men for taking 
time to hunt for dies — it can be easily 


stopped. 


This scene was taken on a school job 
in Pittsburgh a year ago — but it won’t 
happen again. The Master Plumber has 
corrected this waste. 








Who PAYS for Beaver Die Stocks? 


Not the man who uses Beavers — BUT the 
man who DOESN'T use them 





The fitter who uses Beavers pays a purchase price of course. BUT Beaver 


a Stocks “ cso Pe be They have rita or Three Money 
ushings to lose or mislay; they have no loose parts to waste time changing ag, 
aking Beavers 


to thread different sizes of pipe. Hence they save this fitter time, trouble 
and labor—-they are saving him money. Beavers are paying for themselves 
on thousands of jobs by saving expense—in reality Beavers cost their users 





nothing 
But how about the man who 
doesn’t use Beavers? 
No. 6 Beaverette 
Who pays for the time wasted to hunt for dies and bushings? Who pays 9 FR Tw ng 


for new dies to replace those lost? Who pays for the time it takes to remove 
one set of dies and bushings, and to insert a new size before a thread can 
be cut? You know! 


It is a fact that pipe fitters who are eliminating unnecessary expense 
those who are wiping out eternal day after day wastes, are turning to 
Beaver Die Stocks as the ONLY means of lowering threading costs. 





The Beaver Pocket Catalog is made especially for the man who wants to 

cut his threading costs. A copy is yours for the asking. Write for it. No. 26 Beaver Ratchet 
to 2 inch 

Adjustable 


The Borden Company 


$10 Dana Avenue 
Warren, Ohie 


BEAVER | @ 








2% to 4inch 
Adjustable 








The Easiest Way to Cut Good Threads) = 
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DOMESTIC 
Shepard thought, would create a wonderful spirit and 
would show the public that the master plumber was not 
out after the money alone, but interested in 
the welfare of the public. 

Mrs. Shepard then touched on the Bath a Day move- 
ment and told of how the ladies of Atlanta had placed 


was really 


copies of “The Story of the Bath” in the schools of 
that city and of Fulton County with the assistance of 
just a few. She painted a picture of the educational 


work which could be done if all of the wives and daugh- 
ters of master plumbers 
the progress of the 
said in closing, ‘‘for we can if 

Following Mrs. Shepard, the 
words from W. L. Bennett, introduced as 
member of the National 
River, and as one who had helped to form it. 


would interest themselves in 


“Let us help you,” she 
will let us 


meeting 


business. 
you i 
heard a few 
the oldest 

the Ohio 


Mr. Ben 


Association east of 
nett urged support of the association as the way to pros 
perity. 

Dan A. Farrell, of Atlanta, then 
this same topic—supporting the association and what it 


was heard from on 





Mra, R. P. Mra. ©. J. Warner, 


Hara, Mrs. 8S. 8S. Shepard and 
all of the Atlanta, Ga., Auxiliary 


means to the master plumbers where there is a strong 
body functioning. The 


be where he is today if it 


master plumber, he declared, 


would not had not been for 


the work of associations. 


In the last few minutes before luncheon was served, 
the meeting heard from Mr. Chapman, president of the 
Savannah Association, who pointed out that the value 


conventions was in its applica- 
back to their 


the 


of what went on at the 
tion when the members went 
Wm. L. Perry, president of 
outlined some of the activities in 
in Montgomery, where the 
gether as a unit and securing some splendid advantages 
from their co-operation. 


businesses. 
Alabama Association, 
particularly 
working to 


Alabama, 


masters were 


AFTERNOON SESSION 


FTER luncheon, the reports of the various officers 
were read and approved, and the report of the 
Resolutions Committee was brought in. Among the 


resolutions approved was that presented by ‘Domestic 
Engineering,’ regarding the pollution of streams. The 
meeting also approved a resolution to have the national 
association name the dates for state conventions; a reso- 
lution recommending the appointment of a legislative 
committee to work particularly on having the 20 Basic 
Principles enacted into law; divide the 
state into zones with a representative of the association 
in each zone, these representatives to form a State Board 
of Directors. 

The meeting was then turned over to H. E. 
vice-president of the National Association. Mr. 


a resolution to 


Longley, 
Longley 


ENGINEERING 


mn 
— 


touched upon the “Ask ‘Em to Buy” campaign, stating 
that the business had never been sold in the South as 
it should have been He pointed out the necessity for 
strong associations to win respect from the public He 
urged those present to sell good fixtures, not cheap ones, 


and to build their businesses to a high standard He 
told them the advantages of getting into civic work, 
clubs, ete and being ready to boost their business 
He told of the bill passed by North Carolina by which 
the plumbing and heating on all contracts of more than 
$10,000 was to be separated 

After Mr. Longley’s address, the meeting was thrown 


the 
the discussion was closed 
that need 


open to discussion on “Does Georgia Need an 
Association ?’’ When 


question left as to 


toplie, 
there 


seemed to be no and as 


the various speakers reviewed what Mr. Vogelpohl and 
Mr. Longley had said, there was a growing feeling that 
the Georgia Association was ready to show new growth 


and enthusiasm 


THE NEW OFFICERS 

HE following officers were selected President, 
Ee J. Warner, Atlanta; vice-president, V. S. Chap 
man, Savannah; treasurer, H. H. Darby, Hartwell The 
secretary is to be appointed by the president at a later 
date. Savannah was chosen as the next convention city, 
the date to be decided upon H. CC, Williamson, Com 
merece, was chosen as delegate to the national conven 
tion, with instructions to vote for H. E. Longley as 


president 


In the evening there was a banquet and entertainment 
at which D. A. Farrell again spoke. It was he who stated 


together the association 
that it was the be 


that this was the first real get 
had had for 


ginning of a real, live, 


four years and hoped 


up-to-date association. Mr. Long- 


ley called for discussion between the master plumbers 
and the representatives of the manufacturers and job 
bers, during which a general willingness to co-operate 


was evinced on all side 


SUPPLY MEN IN ATTENDANCE 


HE following manufacturer and jobbers’ repre 
sentatives were present 
F. Wilcox and V. H. Kirke, Josam Manufacturing 


Co.; Grady Walker and A. C. Edge, Walker Supply Co.; 
W. A. Kelly, J. W. Yarbrough, L. J. Whitcomb, M. W 
Spencer, of the Mott Southern Co.; KE. L. Pugh, H. H 
Gardner and L. J. Spencer, of the Crane Co.; E. J. Gard 
ner, H. M. Jackson, H. M. Jackson & Co.; E. J. White 


and L. W. 
The Lowry Co 


tJaxter, General Supply Co S. N. Freeman, 


ATLANTA MASTER PLUMBERS ELECT OFFICERS 


At a meeting of the Master Plumbers’ Association, of 
Atlanta, Ga., the following officers were elected: Presi- 
dent, Daniel A. Farrell; vice-president, C. J. Warner, and 
secretary and treasurer, George Lyle 


Cc. Ss. D. L. FOSTERS SALES CAMPAIGN 

During the May the 
Development League of San Francisco is fostering a cam 
paign to the 
cards shown in 


month of California Sanitation 


increase sale of one-piece sinks Display 


are being street car circular letters 


are being mailed to prospects by members of the league, 


and the columns of the daily papers are being utilized to 


make the campaign effective. A similar campaign was 
held last year with very good _ results The slogan 
adopted for the campaign is, “‘A one piece sink makes 


kitchen labor shrink.” 








Legal Questionnaire 


How can I secure my money for a bathroom where there ts already a first 


mortga ger 


What can I do where owner refuses to pay for plumbing 


work ordered? These questions are answered in a most careful manner* 


By “The 


CONDITIONAL SALE AGREEMENT MAY PROTECT 
MASTER PLUMBER IF A PRIOR MORTGAGEE 


ASSENTS TO THE AGREEMENT 

Editor “Domesti« Engineering”: I would like to 
have ou explain a way to secure your money on a 
bathroom put into an old house where there is already 
1 first mortgage on the place, this being paid off so 
mué month Whatever you may suggest, kindly send 
me copy of the form either of Mechanic’s Lien or Lease 

Penn lvania P. F. J. 

Answer! The statute covering your question, in the 
state of Pennsylvania, explains what has to be done to 
make a conditional sale of personal property which is 
attached to real estate, valid as against the owner and 
the first or prior mortgagee This statute is Act of May 
1, 1924 P. IL. 117, and repealed the law which was in 
effect prior to that date. The statute reads: 

“Every provision in a conditional sale contract in writ- 
ing, reserving to the seller the property in chattels at- 
tached or to be attached to realty until the price of 
the whole, or any portion thereof, shall be paid or until 
the performance or happening of any other condition or 
contingency, shall be valid as to all persons, except as 
hereinafter otherwise provided <4 

“Exception First As against the owner of realty 
to which chattels are attached, who is not a party to the 
contract or has not assented to the reservation of prop- 
erty in the chattels, such reservation shall be void as 
to any chattels which are so attached to the realty as 
to form a part thereof, unless the contract, or a verified 
statement thereof, shall be recorded as required in sec- 
tion three, before the chattels are so attached to the 
realty.” 

“Second As against a subsequent purchaser, subse 
quent mortgagee, or other subsequent encumbrancer, of 
the realty for value, and without notice of the reserva- 
tion of property in the chattels, such reservation shall 
be void as to any chattels so attached to the realty as 
to form a part thereof, unless the conditional sale con- 
tract, or a verified statement thereof, shall be recorded 
as required in section three, before such purchase is 
made or such mortgage is given or such encumbrance is 
effected ‘Subsequent’ as used in this paragraph refers 
to the time of attaching the chattels to the realty.” 

“Third As against a prior mortgagee or other prior 


of the realty, who has not assented to the 
the if any of the 
chattels are so attached to the realty as not to be sever- 
able without material injury to the freehold, the reserva- 


encumbrancer 


reservation of property in chattels, 


tion of property in the chattels so attached shall be 

*Every effort is made to the end that these answers may 
be authoritative However, We cannot assume any respon 
sibility because of the very nature of the service, which is 
rendered without ; personal interview Editor 


an 
tN 


Judge”’ 


void, notwithstanding the recording of the contract or 
tatement, unless such injury although material be such 
as can be completely repaired, and the seller, before 
retaking such chattels, furnishes or tenders to such prior 
mortgagee or encumbrancer a good and sufficient bond 
conditioned for the immediate making of such repairs. 
‘Prior’ as used in this paragraph, refers to the time of 


attaching the chattels to the realty.’’ 

“Recording——First. The conditional sale contract, or 
verified statement thereof, shall be recorded in the 
mortgage record books in the office of the recorder of 
deeds of the county wherein the realty affected is situated, 
and shall be indexed in the name of the buyer in the 
column for mortgagors and in the name of the seller in 
the column for mortgagees. 

“Second. Such contract in order to entitle it to be 
recorded must be verified by the oath or affirmation of 
either the seller or the buyer, or the agent or attorney 
of either, to the effect (1) that it is an existing bona 
(2) the amount remaining unpaid thereon; 
the contract does not contain a sufficient 
for the identification of the realty affected, 
the verification must also contain such description. 

“Third Such statement in order to entitle it to be 
recorded must forth: (1) The date of the contract 
if it bears a date; (2) the names of the seller and buyer 
ind their places of residence, if shown in the contract 
(3) a description sufficient for identification of the chat 


a 


fide contract; 
(3) and, if 
description 


set 


tels and realty affected; (4) a copy of the condition 
or contingency upon performance or happening of which 
the property in the chattels is to vest in the buyer; (5) 
that it is an existing bona fide contract; (6) and the 
amount remaining unpaid thereon,—all of which must 
be verified by the oath or affirmation of either the seller 


” 


or the buyer or the agent or attorney of either. 
Further sections of the Act of May 1, 1924, provide 


for the filing fees, release or satisfaction after the chat- 
tels have been paid for, the retaking of possession upon 
default; for resale by the seller, risk of loss after de 
livery, ete. 

From the above provisions of the statutes you will 


see that if the owner is not a party to the contract, your 
conditional sale agreement of no validity as against 
unless the conditional sale agreement or a verified 
statement thereof, is filed as required by the 
before the chattels are attached to the realty. Also 
you will note that your conditional sale agreement is of 
no effect as against the mortgagee who already holds a 
mortgage on the real estate, unless he assents to 
conditional sale agreement, or, if the property attached 
to the real estate under the conditional sale agreement 


is 
him, 
statute 


the 


can be severed from the realty without injury except 
such injury as can be repaired, unless you give a bond to 
protect the mortgagee. 

The easiest method, which will protect you, and «ap 


(Continued on Page 55) 
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DURO seas. NOW 
*99* List 


People in hard water towns need water softeners 
and want water softeners; and now—they are able 
to buy a genuine, guaranteed Duro Water Softener at 
a price considered impossible a year ago! 





The Duro Bungalow model opens a new market for 
you—think of the number of small homes in your 
territory—the real estate plats and developments 
which will use scores of them! 


The Bungalow Model is made _ for 
homes with one bath. It employs the 
upward flow principle, using the rapid- 
rate Durolite mineral. The tank is rust- 
proofed with two coats of baked, porso 
enamel inside and outside. The tank is 
tested to operate at a maximum pressure 





The New Duro Bungalow : % 
Model Water Softener has a of 125 lbs. to the square inch. Size 12x20x 
capacity of 445 gallons be- 54 inches. Shipping weight 365 lbs. A 
tween regenerating on 20 grains ~ P <s ie : 
hardness—635 gallons on 14 guarantee in writing goes with each soft- 
grains hardness and 1,110 gal- . ener 


lons on 8 grains hardness. 
Get ready NOW to cash in on this new 
Duro Water Softener. Employ a house to 
house canvasser. The humblest home 
owner can now buy a Duro Water Soft- 
ener. 





Duro Bungalow Model $99.50 f. o. b. Dayton. 
Duro Single Control Models in eight different 

sizes as low as $165 f. o b. Dayton. Duro Sinele Con 
trol model arranged 
for external salting 


Write quick for profit making proposition . , Sal 
lade in eight differ 
for dealers pop fa 


The Duro Pump & Mfg. Co. 


110§ Monument Ave. Dayton, Ohio 







is Symbol means 


Duro Guarantees 
What it Says 


Satisfactory Water Service 
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SELF-OI LING 


A REGISTERED TRADE NAME 












To give every one of your customers the utmost in 
power pump satisfaction—-to protect yourself and re- 
duce sales resistance to a minimum-—to increase your 

power pump business to the maximum-~is but to stock 
Myers Self-Oiling Bulldozer Power Pumps exclu- 
sively. ! 


Here is the original line of self-oiling or self-lubri- 
cating power pumps. Protected by numerous patents 

marketed under the registered trade name “‘Self- 
Oiling”—designed for general service in homes, and 
in agricultural, industrial and commercial fields 
widely advertised and firmly established wherever 
civilization has blazed a path—they are leading the 
way for hundreds and hundreds of dealers and pump 
men to more power pump sales and better profits than 
they ever experienced before with old types of pumps 
or with duplications. 


You owe it to yourself and to your business to get complete information, price 
, ee ’ 
and catalog by writing us today. 


THE F.E,MYERS@BRO.CO. 
ASHLAND, OHIO. 
ASHLAND PUMP AND HAY TOOL WORKS 






| 

(BUMPS [508 EveRy pu woe 

[HAY TOOLS & DOOR HANGERS] 
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(Continued from Page 52) 


parently the only way for you to secure protection, is 
to enter into a conditional sale agreement with the owner, 
and have it assented to by the person who already holds 
a mortgage on the premises. The mortgagee should be 
willing to assent to the conditional sale agreement, be- 
cause the work which you are to do will increase the 
value of his security, at least if you make a reasonable 
price for doing it. 

Even if the mortgagee assents to the conditional sale 
agreement, it will still be necessary for you to follow 
the terms of the statute and record your conditional 
sale agreement or a verified statement of it in the office 
of the recorder of deeds in the county where the real 
estate is situated. 

With regard to the form to use for a conditional bill 
of sale, I have this to say: I assume that your con- 
tract price is for a substantial sum. For that reason 


you should by all means pay the comparatively small | 


cost of an attorney’s advice to put the matter through 
for you. Such situations and the law covering them are 
especially technical, and no matter whether your inten- 
tions are good or not, sometimes the slightest deviation 
from the requirements of the statute, will take away all 
your rights. 
best intentions in the world, and yet you might lose 
all the advantage of your conditional sale agreement 
simply because you did not do some little thing which 
may seem entirely unnecessary to you. Then, too, legis- 


latures are changing laws frequently, and some very | 


recent law which your local attorney would have heard 
about, might change the entire aspect of the situation. 


No blank form which I might give you, would necessarily | 
cover your entire arrangements, for there would be so | 


many blank spaces to be filled in, that it would be almost 
useless to you. It is possible to furnish blank forms 
for many other kinds of transactions, but I do _ not 
think that it would be advisable for me to send you 
one to cover your case, for the reasons stated. You 
undoubtedly pay insurance for protection against fire, 
etc.; the small fee which you would have to pay an at- 
torney in your case, would be reasonable cost for pro- 
tection in this case of yours. This applies to the pro- 
cedure which you have to follow in recording your agree- 
ment and working your rights out under it, as well as 
to the form of the agreement. 

Therefore, if you can get the prior mortgagee to 
assent to your agreement, that will give you the best 
protection. Your rights under a mechanic’s lien are 
not nearly as good, against the prior mortgagee, as under 
the conditional sale agreement plan. 


WHAT A PLUMBER SHOULD DO WHERE OWNER 
REFUSES TO PAY FOR WORK ORDERED 


Editor “Domestic Engineering’’—-I would like to have 
you give me an idea how to handle this case. Some time 
through the winter the writer was engaged to drain the 
plumbing in a house which was to be vacated. 
the water off in the house, drained the range tank pipes 
and disconnected meter and hung it on loose again. Two 
days later I went back and drained traps and fixtures 
and put kerosene in traps as I was ordered to do. 

About two months later I received a call that the tank 
in this house and the pipes had burst and the owner 
asked me what to do about it. I told him that the 
only thing to do was to fix it up. He then asked me to 
fix it as soon as possible. I put in new tank, hot water 
front and pipes in wall. After further investigation we 

(Continued on Page 58) 


You might take all the care and have the | 


I turned | 
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Honeywell Electric 
Motors and Switch 
Motors are approved 









and listedas standard 


by the Underwriters’ 
Laboratories, Incor- 


porated. 











A 
Trade 
Tip 


For the best results with: 





Steam, vapor, hot water or 
warm air— 


Coal, gas or oil— 


Follow the example of the leaders 
of America’s heating industry, in- 
cluding more than 30 of the best 
known oil burner makers, and equip 
the heating plant with Honeywell 
Automatic Control— 


The highest quality and the most 
reliable on the market. 


The Honeywell Heating Specialties Co. 
Wabash, Indiana 


HONEYWELL 


Temperature Regulators 
Ci] 
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Continental 


BOILERS AND RADIATORS 












neice 
er 4 | fa are ae ; 3) 


Pa 4 —4 ‘Bay. a 


Built f for 
better heating 


/ OE Wy | 


HE 43 and 47 inch water lines of the 

Continental Low Water Line Boilers 
make them ideal for the extraordinary instal- 
lations as well as the ordinary. 


Primarily, they are built for high boiler effi- 
ciency under every working condition. This is 
true because 


1. They are easy to fire 

2. They hold a steady water line 

3. They are quick steamers 

4. They burn any kind of fuel 
including oil. 

5. They get the most out of the 


fuel used. 


Those are five reasons that tell why they are 
built for better heating. The complete story 
of Continental Boilers and Radiators is told 
in the Continental Book-— have you a copy? 


(@ntinental Heater @rporation 
Dunkirk, N. Y, S.A. 














There is a Continental Boiler 
and Radiator for every use 
This is the book that tells the 
Better Heating story—there is 
a copy waiting for you 


Built for better heating 
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discovered that the meter had burst and two cioset bowls 
also had burst next to where they were fastened on the 
floor. The owner priced a closet bowl and had me put 
one in. I then discovered from gossip that the owner 
laid all the blame on me and claimed that I could not 
have drained the water and wants me to stand the damage. 

I have no witness that I did the work properly, except 
that there was still kerosene in the traps and water was 
mixed with it and the meter was connected up. The hot 
water tank had burst all the way up the lower half. 

Now this house was open all the time it was vacated 
and the water in the street was shut off some time after 
I had drained the house. The owner declares that I must 
stand the damage. To make things agreeable I offered 
to stand half the bill, but still he will not pay the balance. 

Now please advise how to go about this case and if I 
must sue the party should I sue him for the whole amount 
or one-half of it? There was no other agreement made 
except what I have mentioned. I approached him and 
he said if I made out a written statement that I was 
to furnish this job he would pay it, but I do not care 
to make matters worse. 

Minnesota. B. i. F. 

Answer: — By all means, sue the owner for the full 
amount. You should be able to establish the fact that 
you drained the house plumbing properly from facts which 
will in themselves prove that you did the work as it should 
be done. There should be some condition, which can 
be shown, which could only exist if the water had been 
turned on after you had finished your work. 

The question whether you should sue for the whole 
amount or half of it, depends simply upon the question 
whether, in your talks with the owner, in which you 
agreed to stand one half of the expense, you agreed to 
pay a share of the expense as a matter of compromise or as 
an admission that perhaps you were to blame for the 
freezing of the plumbing. It will not make much difference 
what you had in your own mind, when you talked with 
the owner, but will depend upon what you and he said. 
If your agreement, from the words you used, might 
be construed as an admission on your part of your fault, 
then the agreement to share the expense would be binding 
upon you. On the other hand, courts look with favor 
upon a compromise of claims, and will favor the claim 


,of a man that his agreement was a compromise agree- 


ment and not an admission against his own interests. As 

a sample of what I mean: If a person bills another for 

work and the bill is disputed, it might well happen that 

the contractor would admit that through error or over- 
(Continued on Page 61) 
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H. A. Bacon, Bryants Pond, Me.; Owen L. Treat, of Jenkins 

Bros., New York City, and L. P. Bail, of Lewiston, Me., at 

the annual convention of the Maine Master Plumbers’ A*s0- 
cintion, held recently in Lewiston, Me. 
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to Rusty Water 


PROFITS 
‘EVERY | 
P LUMBER 


If the rusty water nuisance is at all common 
amongst your customers, write now for com- 
plete information about this wonderful device. 


Its moderate cost, the great need that it fills and 
its wonderful efficiency assures a great sale for 
the STAR DEE Rust Preventor. The gener- 
ous profit allowed the plumber and the co- 
operative advertising plan behind it make it a 
mighty attractive selling proposition. 


Write for Complete Information 
And Prices Direct to You 


A post card will do. Just say, “I’m a plumber. 
Tell me about the STAR DEE Rust Preventor.” 
By return mail we will send you complete in- 
formation and prices direct to you. We will 
also tell you how we will co-operate with you 
and help you to make sales. 

































Already hundreds of plumb- 
ing dealers have written for our 
special introductory offeronthe 
STAR DEE Rust Preventor 
Many of them have already 
started to make sales-profits. 
Write now for complete 
information. 


THE RUST 


Detroit Range Boiler and Steel Barrel Company 
Detroit, Michigan 


Also Manufacturers of 


Star-Naco Range Boilers, Detroit Range Boilers, Detroit Expansion Tanks, Closet Tanks, 
Star-Dee riveted and welded Double Seal, copper bearing steel water heater tanks. 





NEW YORK TRENTON TOLEDO CHICAGO ST. LOUIS SAN FRANCISCO 





Mention Domestic ENGINEERING when writing advertisers. 
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Say What You Will— 


The only real satisfaction is in supplying values— 
real values—in abundant, lasting, care-free, 


economical service. 


Humphrey Hot Water Service 


whenever and wherever you furnish it, 
will give both you and your customers 
that real satisfaction. 


Satisfaction is remembered and appre- 
ciated long after price is forgotten. The 
original cost is little, if any, higher, so 


mo | 


ie \ 


No. 25—$120.00 


why not sell the best? It always pays 
to do that. 


Humphrey Automatic Heaters provide 
a service through the years that is far 
greater than the mere cost in money at 
the time of installation. 


No. 25-A-— $135.0) 


(Prices slightly higher in the West and :n Canada) 


These values are unequalled. Complete 

finest quality throughout. Will last 
for many years. No sediment trouble; 
no liming trouble with hard water. 
Connect and forget; service in hot wa- 
ter abundance at economical cost al- 
ways ready at a faucet’sturn. Effort- 
free comfort and convenience for your 
customers. 


The values are unequalled because the 
knowledge and facilities to design and 
‘Build for Lasting Service’? make them 
sO. 


Order today. Selling time is here. 
Humphrey Company 


KALAMAZOO, MICHIGAN 
(Div. Ruud Mfg. Co.) 








Mention Domestic ENGINEERING when writing advertisers 
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it certain items of the bill were incorrect, and offer 


7 


make certain deductions from his rendered bill In 


that event there would seem to be no question but that 
tt contractor would be bound by his admission that 
ie had been in error. On the other hand, the contractor 


might say, after rendering his bill and after the owner 
had kicked that it was too high, that he would be willing 
to knock off a part of it to make it satisfactory to his 
customer In the latter case it would be clear that the 
contractor was taking less than he thought he was entitled 
to receive, and that he was taking less simply as a 
matter of compromise In such a case as I have cited 
last, the courts would say that evidence that the con 
tractor was willing to take less could not be introduced 
at a trial, for the reason that it was made as a compromise 
offer: and the court would not listen to it 

All such situations, involving the question whether the 
statements made were made as admissions or for pur 
poses of compromise, must stand or fall on their own 
facts. As I do not know the words which each of you 
used, I cannot very well give a more definite opinion. It 
occurs to me that it might be argued, on behalf of the 
owner, as reason to believe that your statements or your 
acts were admissions of liability for the freezing of the 
plumbing, that a reasonable man would have said some 
thing at the time regarding the condition in which he 
left the plumbing, something to the effect that he did 
not see how the plumbing could have frozen in the con- 
dition in which he left it. That would have been the 
natural thing for him to say Such a statement would 
have brought from the owner a statement of how it hap 
pened or a claim that the plumber could not have done 





PLATE No, 8—TANK 


A genuine two fire vitreous china tank, 22 
inches long, 17 inches high and 8 inches wide 





ENGINEERING 61 


his work properly. In either event you would have known 
what the owner claimed, at the time, and could have 
governed yourself accordingly Perhaps you did have 
some such conversation, but you do not intimate any 
such talk in your question 

As I stated at the start, you should bring suit for the 
full amount, even if you are able to establish only one 
half of the chim Without further information as to 
the facts, I should believe that your chances of recovering 
the full amount are about as good as they are to win 
one half of it, because, in the first place the owner either 
owed you for all of the repair work or he didn’t owe 
you anything, and in the second place, it is probable 
that your doing the work would not be construed as an 
admission that you considered that you had to do it to 
remedy your own negligence, and that your agreement 
to stand one-half of the expense would not be considered 
as an admission of liability either 

Of course, your case will be won or lost depending 
upon whether you are able to prove that you did the 
work satisfactorily in the first place; and vou should be 
able to prove that fact, if it is a fact Unless a house 
is hidden in a wood, it does not seem reasonable that 
the water could be turned on and the house occupied 
even temporarily, without some witness knowing about 
it. It might be possible, but not very probable. The owner 
might not know about the occupancy of the house and 
may be honest in his belief that you could not have 
done your work properly, but in these days of bootleg 
gers an unoccupied house is a haven for illicit trade, and 
some such situation may be involved in your case 

The erection of an industrial school at Dakota street 
San Antonio, Texas, is contemplated 


For All Grades 
of Installations 


Zwermann Vitreous China Tanks 
are made in but one size, style and 
quality —the latter, the best that 
continuous operation and the two 
fire process can produce., But, we 
furnish them with either regular 
or extra high grade Zeco trim- 
mings. For the ordinary run of 
jobs, the regular fittings will be 
found entirely satisfactory —for 
the higher grade work the Zeco 


Trimmings leave nothing to be 
desired. 


Order through your jobber 


ZWERMANN COMPANY 


Producers of Genuine Two Fire Vitreous 
China Water Closet Tanks and Closet Bowls 


ROBINSON ILLINOIS 
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| Write Now For This | 
| Complete Catalog | 











You 
Want 
This 
Because 


It Will Get You 


the Business 


The Hudson catalog contains a 
complete selection of showers and 
standard bath equipment. These 
are perfectly constructed of high 
grade materials permitting ease of 
installation and satisfactory work. 








One of the reasons for the great 
popularity of this line is that it has 
the refinements of construction of 
the high priced lines, but priced so 
as to allow a great margin of 
profit and turnover. 








Any jobber can supply you. Write 


today for catalog. 





Hudson Brass Works Inc. 


16 Nassau St. BROOKLYN, N. Y. 
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MARIN COUNTY MASTER PLUMBERS’ ASSOCIATION 
ACTIVE 
G. A. Shields, of San Rafael, Calif., president of the 
Marin County Master Plumbers’ Association, declares that 
this association will as active and will do as 
much for its members as the old and well-established 
associations of the state. The officers elected to assist 
President Shields were A. J. Daggett, San Anselmo, vice- 
president; A. B. Shearer, San Anselmo, secretary, and 
Anthony Varney, of Varney Mill Valley. This 
association has been holding weekly meetings and is con- 
sidering the revision of some of the sanitary ordinances 
of the towns within the county. 


soon be 


Bros., 


Discussions as to ways 
and means of placing speakers before the local service 
clubs and especially the women’s organizations have been 
fruitful, and the near future will see the story of sanita- 
in civilization well told 
Trade Extension Bureau 


its essential place to 
The National 
extending its assistance, and it is the avowed purpose of 


the officers to use this in the educational part of their 


and 
clubs. 


tion 


these is 


programs. 

The membership of the following: Jory & 
Price, of Fairfax; Chas. Murray, Larkspur; Mr. Zaro, 
Larkspur; Varney Bros., Mill Valley; Russell Symes, Mill 
Valley; Mr. Manning, Mill Valley; A. B. Shearer, A. 
Capelli, and A. J. Daggett, of San Anselmo; W. J. Baker 
and H. H. Bettencourt, of Sausalito; W. G. Googin, Chas 
Kappermann, R. Kinsella Co., George A. Shields, J. H 
Wall and W. A. Walsh, of San Rafael. 


consists 


DETROIT AUXILIARY ELECTS OFFICERS 
The Detroit Women’s Auxiliary held its annual meet 
ing and election of officers on Wednesday, April 22, 
12:30. 


luncheon. 


at 
The occasion was celebrated with a ‘‘pot-luck” 
Mrs. Arthur Snyder, formerly vice-president, 

as for the coming year. Mrs, 
Snyder was not present at the election, as she was at the 
time in California. She has the enviable record of 
never having missed but one meeting, when she was in 


was chosen president 


| the city, since the time of the formation of the auxiliary 


| Mrs. 


Mrs. E. P. Giberson was elected first vice-president; 
Mrs. M. Gorelick, second vice-president; Mrs. John S. 
Nawrot, recording secretary; Mrs. Leo. J. Davis, corre- 
sponding secretary, and Mrs. H. Mesnard, treasurer. 


Flannigan was made chairman of the flower com- 
mittee, and Mrs. W. G. Miller, sergeant-at-arms. In 
token of appreciation of her faithful service to the aux- 
iliary, Mrs. Hughes, the retiring president, was presented 
with a handsome hand-made bag of soft gray leather, 
and was made honorary president of the auxiliary. Mrs. 


| Hughes was completely taken by surprise when the pre- 


sentation was made. After the luncheon and election of 
officers the ladies enjoyed an afternoon of pedro. 





E. H. 
Orleans, 
Mississippi 


Smythe, F. H. Montegut and M. Godchaux, all of New 

La., at the annual convention of the Louisiana- 

Master Plumbers’ Association, held recently in 
Biloxi, Miss. 
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Typical examples of window displays that bring pump business to this progressive dealer. 


“Time After Time that Selling 
Pian Brought in New Pump Sales”’ 


The Mosimann Plumbing Company, after selling domestic water 
systems for eleven years, chooses the DAYTON Selling Plan and gets 
remarkable year ’round results in a typical town of 3,000 people. 


F you had walked by the store of the 
Mosimann Plumbing Company, in 
Highland, Illinois, last December you 

would have seen a Christmas tree and, 
beside it, a DAYTON Water Pump with 
an attractive card suggesting ‘Running 
water” as a Christmas gift. 


For good business is worth pushing 
every day of the year, including Christmas 
season, and the Mosimann Company, 
after 11 years with other lines and another 
year with the DAYTON, has found that 
it IS good business, that it increases sales 
even during the winter months, and that 
it sells plumbing and fixtures that never 
could be used without first supplying 
running water. 


But hard work and 12 years of “know 
ing how” are only part of the story. 


A year ago, Mr. L. W. Houseman of the 
Mosimann Company told our St. Louis 
representative—‘‘We decided to change 
to the DAYTON line on the strength of 
your Selling Plan. Of course, we were 
thoroughly convinced that DAYTON 
Pumps were the best built, but the thing 
we liked was the help you could give us 
in convincing other people that they were 
the best.” 


“We've handled your line for a year 
now. Your advertising department has 
given us the very finest cooperation and 
time after time the Selling Plan 
brought in new pump sales.” 


Of course, there are many other fea- 
tures to DAYTON Pumps that make 
them a popular and profitable line for 
plumbing dealers. They are regular sales- 
men because they give people a reason for 





installing real bathrooms and kitchens and 
laundries with plenty of piping and fix- 
tures—all useless without running water. 
They give the plumber plenty of work for 
winter and a new way to make good cus- 
tomers and friends. And the profit on the 
average pump sale alone is well worth 
having. 


But the best part of our proposition is 
that we can really help you sell it to the 
people in your community and, as Mr. 
Houseman says, time after time our 
Selling Plan brings in new pump 
sales. 


Remember, the Mosimann Company 
has been selling pumps for 12 years. When 
they say the DAYTON line has notice- 
ably increased their business, that it is 
mechanically the best they have ever 
seen, that our cooperation has meant real 
sales—and they do say all these 
things—then you can afford to be in- 
terested in what DAYTON might be able 
to offer you. 


Our proposition calls for no extra in- 
vestment or expense on your part. Our 
discounts on all models are liberal. The 
newest model of our complete line—the 
DAYTON “Cub” direct pressure system 
opens up a brand new field for price pros- 
pects where you can make quick sales and 
substantial profits particularly at this 
time. 


Let us put our whole Selling Plan 
in your hands, with prices, discounts 
and full details. Let us show you a sure 
and really easy way to get good plumb- 
ing business in your territory. It’s there. 


Mail the attached coupon today for complete information, prices, discounts 
and full details of the DAYTON Selling Plan. Let us tell you how you can profit 
from the water system business in your territory without it costing you a cent. 


The Dayton Pump & Mfg. Co. + Dayton, Ohio 





‘Da 


on Pumps 


“Make ‘the water do the running 








(The New 
DAYTON “CUB” 


$8 00 


LIST 


One reason why we expect our distribu 
tors to make BIG profits in 1925 is this 
new model DAYTON, the greatest value 
at a low price you have ever seen. It has 
been added to the complete DAYTON 
line to help you cash in on the wide 
‘“‘price’’? market 

The “Cub” is not an experiment 
hundreds are giving reliable service all 
over the country. It is truly a DAYTON 
covered by our standard written guaran- 
tee. And its 200 gallons per hour 
capacity puts it in a class by itself among 
low-priced pumps. 

Sixteen years’ experience making pri- 
vate water systems have gone into the 
“Cub.” It means long life, full service and 
freedom from trouble—at a price anyone 
can afford to pay 

Capacities of DAYTON Systems range 
from 160 to 3,000 gallons per hour in the 
complete line. There is a DAYTON for 
every requirement you will ever run into. 


Liberal trade discounts and close co. 
operation with the plumbing trade have 
always marked our policy. The DAYTON 
SELLING PLAN has been developed to 
give you a full test of our proposition 
without its costing you a single penny- 
Look into it and make your own decision 


If you want to, just 
pin your letterhead 
or billhead to the 
coupon below and 
mail, We'll know 
what you want. 








sian n =S 
Send at once com / 

plete details regard Mit : 

ing the DAYTON / 
line, prices, dis- 


counts, and SELL- /{°4\=" 
ING PLAN. «<4 9s) 







Name , aero woe 


Street and No 
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DOUGLAS VITREOUS CHINA 
STALL URINAL 


Impervious to Moisture | 


























| 
| Sanitary laws require water closets to be made of vitreous chinamwhy use any other material for urinals. 
| 
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Guaranteed not to craze or discolor. Ask for details and descriptive literature. 


MANUFACTURED BY 


THE JOHN DOUGLAS COMPANY 











Mention Domestic ENGINEERING when writing advertisers. 














COMPANIES RECENTLY INCORPORATED 

The R. E. Hirtle Co., of Springdale, Pa., has been 
incorporated to deal in plumbers’ specialties 

The American Heating Co., of Wilmington, Del., has 
been incorporated with a capital of $150,000, to deal in 
heating equipment. 

The Rocky Mountain Heating & Supply Co. has been 
incorporated in Denver, Colo., with a capital of $50,000, 
by W. F. Gross, L. Gross and Phillip Zinn 

The Thornley Supply Company, Pawtucket, R. I., has 
recently been incorporated with a capital of $150,000, 
to conduct a plumbing supply business. John Y. Thorn 
ley, Pawtucket, Wallace Y. Thornley and Albert L. Thorn 
ley are the incorporators. 

The Painter-Bundy Tool Co., of Fort Worth, Tex., 
has been incorporated with a capital of $100,000. The 
incorporators are R. A. Painter, M. A. Bundy and J. F 
Foster. 

The Wetumka Pipe and Supply Co., Wetumka, Okla., 
has been incorporated with a capital of $10,000. H. B 
Shefts, C. W. Harbison and A. Irving Shefts, all of 
Okmulgee, Okla., are the incorporators. 

The Service Specialty Co. has recently started in busi 
ness at 36 Hamilton avenue, Brooklyn, NM. ¥ Julius 
Lillianthal and Israel Zussman are the owners. 

J. W. Glassey and M. S. Buck recently launched a new 
business venture in the form of the Vapor Engineering 
Co., located at 10 South Eighteenth street, Philadelphia, 
Pa. The new company will manufacture a line of vapor 
heating specialties, and will be represented in New York 
City by Chas. E. Scott, with offices at 489 Fifth avenue 


NOW IN NEW LOCATIONS 

McDonnell & Miller, of Chicago, have moved their 
main offices from the Conover building to the Wrigley 
building in order to increase their space. 

The Somerville Iron Works, of Somerville, N. J., has 
moved its sales department from 332 South Michigan 
avenue to the compary’s new warehouse and office build- 
ing at 3637 South Ashland avenue, Chicago. 

“X”’ Laboratories, of New York and Boston, have 
moved their Candian factory from Montreal to Toronto, 
in order to co-ordinate sales and production to handle 
increased business in Canada. Joseph St. Mars and 
George Bain will continue in charge of sales. 

The Advance Boiler Corporation, Grand Central Termi 
nal building, New York City, has moved its general sales 
offices from that address to larger quarters in the Bush 
Terminal building, Brooklyn, N. Y., where a stock of 
this company’s products will be carried. 

Utica Heater Co., of Utica, N. Y., has just announced 
the removal of its office in Philadelphia from 1712 Lud- 
low street to 629 Chestnut street. TT. W. Cooper is 
manager of this office and A. M. Peak is associated with 
him 


The John A. Landan Company Inc., has recently 


moved from 205 Lafayette street, New York City, to 
its new quarters at 200 Canal street in that city 

The, Westchester Plumbing Supply Co., Yonkers, N. ¥ 
has moved from 3 Wells avenue to larger quarters at 
68-70 Warburton avenue in that city 

The Utica Heater Co., of Utiea, N. Y., has moved its 
office in Chicago to 265 Kast Illinois street The office 
is in charge of James Doherty vice-president of the 
company 

The Simplex Boiler Stand Company, formerly located 
at 268 Hall street, Brooklyn, N. Y., has moved to 239 
Waverly avenue in that city J. Manneschmidt is presi 
dent of the companys 


INCREASES CAPIEPALIZATION 
The National Cast Iron Pipe Company, of Birmingham 
Ala., has increased its capital stock from $500,000 to 


$1,090,000 


JUST APPOINTED SALES REPRESENTATIVES 
The Stanley Sales Company, 5 Great Jones street, New 
York City, has been appointed sales representatives in 
that territory for the American District Steam Company, 
North Tonawanda, N. Y 


BRASS COMPANIES CONSOLIDATE 


> 


The reorganization and consolidation of the Regent 
Brass Co., Marysville, Ohio; Atlas Brass Co., Bellefon 


> 


tuine, Ohio, and Delaware’ Bra Co., Delaware Ohio 
into a firm which will operate as the Fisher Bra Co 


recently took place 


CAMERON & BARKLEY CO. ADDS PLUMBING 
DEPARTMENT 


The Cameron & tarkley Co., of Tampa, Fla ha 
added a wholesale plumbing supply department to it 
mill supply business The company ba built a new 


warehouse in back of its offices at 107 South Franklir 
street to take care of the additional busines 


NEUBERGER BROS. EXPANDING 
Neuberger Bros., plumbing supply dealers of 23912 
Third avenue, New York City, recently increased their 
real estate holdings by the purchase of a building sit« 
at 3882-3886 Park avenue. They will improve the prop 

erty with a large building for their business. 


PACIFIC BOILER CO. ORGANIZED 

The low pressure portable firebox steel boiler for 
merly sold by the General Boilers Co., Waukegan, III, 
will hereafter be distributed by a new company, which 
has just been organized, known as the Pacific Boiler Co., 
Inc., with main offices at 101 Park avenue, New York 
City. There will be no change in the personnel of the 
selling organization 
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STANDARD SANITARY MFG, CO. 
SUPPLY HOUSE 


mentioned 


BUYS DENVER 


As briefly in last week’s the Stand 


ard Sanitary Manufacturing Company, of Pittsburgh, Pa., 


issue, 


has purchased the Hedges-Atkins Supply Co., of Denver, 
Colo The transfer has now taken place, and the for- 
mer heads of the company W. C. Atkins, president; 
J. J. MeGee, vice-president and treasurer, and A. P. Gum- 
lich, secretary —will be retained by the Standard Sani- 
tary Manufacturing Company The supply house is lo- 
cated at 722-1730 Blake street, Denver, and the new 
owners will handle the same line of goods as well as 
make some additions to the stock 
ROCKFORD BRASS WORKS OPENS NEW PLANT 


The Rockford Brass Works, of Rockford, Il. cele 
brated the twentieth year of its plumbing and heating 
upply business in that section by formally opening its 
new plant on April 23 The new building contains five 
tories and basement of fireproof construction throughout, 
and has approximately 50,000 sq. ft. of floor space. This, 
together with adjoining buildings, gives the company 
more than 100,000 sq. ft. of floor space for manufac- 
turing activitis and ample warehousing space for its 


wholesale plumbing and heating departments. The plant, 
which also contains offices and display 

An 
plumbers and the general pub 
the On the 
two hundred master plumbers from 


rooms, located 


18 


it 700 South Main street invitation was extended 


architects, contractors 
the plant 
afternoon of April 
Illinois 
plant 
Illinois 


the 


to 


lic to visit and inspect displays 


Wisconsin 
of the 
Association 


northern and southern 
the new 
of the 
after 


the 


assembled at 


where a meeting northern zone 


held, 
which 


Master Plumbers’ was 


which down 


guests 


the 


sat 
Rockford 


to a banquet 
Works 


at 


officers of Brass were hosts 


NEW 


Roberts 


FACTORIES AND ADDITIONS 

Milwaukee, Wis., let 
for erection of a three-story and basement 
ft 


The 
eontract 


Brass Co., the 


addi- 


has 


tion, 70x129 
The 

addition 
Calif 


to its factory 
to build a 50x66 
Humboldt 


Price-Phister Brass Co. is about 
ft 
Angeles, 

The 
Miami, 
ing will 

The Monmouth 
West Ninth 


erection of a 


to its foundry at 2929 street, Los 


Solar Water 
Fla., has 
be 


Heater Co., 504 


building, 
acquired a site on which a factory build 


Congress 


erected 
79-93 
to 


warehouse 


Plumbing Supply Co., 


Fla., 


concrete 


North 
the 
to 


street, Miami, about 


tile 


18 


begin 


two-story and 


cost about $35,000 


The Pittsburgh Piping & Equipment Co., Pittsburgh 


ee ; 
JAWEISKITTEL<SON CO. 





The exhibit of A. Weiskittel & Son Co., of Baltimore, Md., at 
the, Better Homes & Building Exposition, held in 
that city 


recently 


E 
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Pa., has let the contract for construction of three pe 
plants, to be of the following sizes: 120x300 ft., 709x150 
ft. and 50x220 ft. 

The American Brass Manufacturing Co. is abou! to 
begin the construction of a $7,000 store buildin at 
77-79 East Third street, San Francisco, Calif. 

A new showroom is being built by the Pacific Sani- 
tary Mfg. Co., of San Francisco, Calif., in Oakland, Calif., 
in the new Howden building at Seventeenth and Webster 
streets. The new display will be opened to the public 
about August 1. 

The New [Bedford Boiler & Machine Co., New Bed 
ford, Mass., has awarded contracts for an addition to 
its plant at 42 Frost street in that city. The structure 
will be of brick and reinforced concrete, four stories, 
166 by 60 ft. 


JENKINS BROS. BUYS BUSINESS OF 


H. A. ROGERS CoO. 
Jenkins Bros., 80 White street, New York City, have 
purchased the good will and stock of the H. A. Rogers 
Co., 87 Walker street, New York City, including the 


sole agency in the United States for the manufacturers 
of Moncrieff Scotch gauge glasses for standard and high 
pressures. Wm. A. Tucker, been 
the H. A. Co. will 


be connected with Jenkins Bros. 


has 
1880, 


who connected 


with Rogers since hereafter 


CARTY & MOORE ENG. CO. APPOINTS 
REPRESENTATIVES 
Carty & Moore Engineering Co., of Detroit, Mich., has 
appointed the following representatives: Wm. F. 
Devendorf & Co., 112 Clinton avenue, South, Rochester, 
N. Y., to cover central New York, and John C. Candler, 


just 


315 Glenn building, Atlanta, Ga., to cover Georgia and 
Florida 
N. A. HARRIS CALLED BY DEATH 
N. A. Harris, formerly manager of the Lowry Co., 


of Atlanta, Ga., died recently from injuries received in 


an automobile accident. Mr. Harris had represented 
several manufacturers in Atlanta and the South during 
the last year, and he had a host of friends in the trade 


who will be sorry to hear the news of his untimely death 
D. V. T. G. A. TO OPEN SEASON MAY 19 

The Delaware Valley Trade Golf Association will hold 

first of the at the Manufacturers’ 
Country Club, Orland, Pa., on Tuesday, May 19, accord- 
ing to the official announcement just issued by Secretary 
H. J. Kleinman. The Manufacturers’ Country Club 
noted for its excellent golf course and its fine club house 


its meeting season 


is 


C. Ss. D. L. MEETS IN OAKLAND, CALIF. 


One hundred and twenty-eight members and guests 
of the California Sanitation Development League, of San 
Francisco, met the Hotel Oakland, Oakland, 
Calif., in the first trans-bay meeting of the league. The 
meeting was arranged by Oakland members of the league 


under the leadership of H. G. Newman and W. H. Graham 


recently at 


Musical numbers were rendered by Paul Weiss, of 
the Washington Iron Works, on the violin, and vocal 
solos by Frank Austin, of the M. Stulsaft Co., Mauricé 


Kramer, accompanied them on the piano. 

Chester A. Rowell, publisher of Fresno, Calif., was the 
speaker of the day. He spoke on ‘‘Plumbing All Around 
the World.”” Mr. Rowell has recently been on a tour of 
the world, and he gave his observations on the sanitary 
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~ Safeguard your 
| business from 
. these enemies 
of profit 


Profits don’t come trooping into your bank account when you 
whistle for them. Not by along shot. You’ve got to work tooth-and- 
nail for every dollar you make. You've got to pay for profits with 
productive hours, with effort, with time spent in doing good work. 


* 


Then why put a drag on your profit-making possibilities by 
using stone-age threading equipment that has outlived its 
usefulness as a practical time-saver—that wastes material, 
shoots your costs sky high and gets a strangle hold on profits? 
+ * + 

The Willie Williams Portable Power Pipe Machine is more than a piece of 
production machinery. It is a productive earner—an investment that pays 
dividends in definite dollar profits. The Willie Williams threads, cuts and 
reams pipe in one single setting of the machine as contrasted with the 
three time-wasting and laborious operations of the old hand stock. Cuts 
costs 75% and turns the savings into your profit account. 


The new revised edition of the 32-page Willie Williams booklet 
tells how the Willie can pile up profits for you. Get your copy today. 


WILLIAMS TOOL CORPORATION, ERIE, PA. 


Canadian Plant—Brantford, Ontario 
* this COUPON! e 
Williams Tool Corporation 


Erie, Pa. 
Please send me your new revised Willie Williams 32 page booklet. 





A definite proven fact: The Willie 


Williams cuts costs 75% on every thread- Name 
ing job it does. Get in on these savings. 
Williams Pipe Threading Equipment Address 


is made in a complete range of sizes, 
from ‘4 inch to 24 inches. 


Seueaneaeuseuueecuceaal 


City or Town State 


WILLIE ILIAMS 


PORTABLE POWER Y PIPE MACHINE 
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SOMETHING NEW/ 


COPPER BOILERS 
AS HEAVY AS 
GALVANIZED! 


There are three extremely im- 
portant things to remember | 
when buying a copper boiler. ( 

















1. That it pays to 
spend a little more 
for a better boiler. 


2. The weight of 
the boiler is a 
gvood indication 
of its value. 





3. Copper boilers of 
proper gauge of 
metal are sate. 


Write for New Catalogue an; } {| 
: n| Mei db 


JOHN TRAGESER STEAM CoPPERWORKS. 


445-459 West26tTu. Street, NewYork City. 
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conditions in every country he visited. He stated that 
the civilized standard of the world is measured in terms 
ef American plumbing “The American plumber is ret 
ognized as a vital part of our civilization,’’ he said, ‘“‘but 
he does not realize it, and his humility helps to make 
him the butt of poor jokes.”” W. H. Graham and H. G 
Newnan, as chairman of the day, introduced the speaker 


TO ATTEND CRANE COlS CONVENTION 


J. Wallace, C. Weld, R. Robertson, B. Siebert, J. Hiller, 
R. Crane and J. W. Hottes, of the San Francisco and 
Oakland, Calif., branches of Crane Co., are enroute to 
Chicago to attend the May convention of the company 
and to celebrate the seventieth anniversary of the found 
ing of the company. 

CALIFORNIA SANITATION DEVELOPMENT LEAGUE 
PREPARING FOR GREAT MEETING AND 
ENTERTAINMENT 
San Franciseo, Calif., has an organization composed 
of manufacturers, jobbers, manufacturers’ agents, mas- 
ter plumbers, and members of the trade press, which is 
known as the California Sanitation Development League. 
The aim and purpose of this league is to foster estas part 
lic relations and better relations between competitors. It 
has been functioning for over two years and has attracted 
favorable nation-wide attention Now its very life seems 

threatened. 

At the May 14 meeting of the league, its principles 
will be put on trial. A. Knocker is the complaining 
witness. and he will endeavor to prove that the league 
has hindered rather than helped the progress of the 
plumbing and heating industries. He will be dressed in 
his rusty clothes, and it is said he is allowing his hair 
to grow long and become matted, the better to intimi- 
date the judge. His counsel will be T. Urnback, a 
noted leader of those who are ‘‘against.’’ At the time 
of the last national election T. Urnback, when asked 
how he would vote, was quoted as saying, “I don’t know 
anything about the different parties, but I am against 
the government.”’ 

As attorneys for the defense will be A. D. Vance, of 
the firm of A. D. Vance & Progress, and members of the 
league who are among the leading business men of San 
Francisco. The complainant is applying for a change of 
venue to some court in Russia. 

Preceding the trial, the spectators will be entertained 
with several musical selections, and a talk on “Higher 
Salesmanship” by E. Eberhardt, of the Ingersoll Sales 








Interior view of the Pittsburgh city branch office of Ruud 
Manufacturing Co. of that city. J. C. Knox is in charge of 
this office 
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ANew Heating Booklet 


Sent free on request 
Tells all about the money-saving Red Top ‘'Tank in Basement” 


system 
NEPTUNE METER COMPANY 
50 E. 42nd Street New vert. N. Y 


Atlanta, Ga 525 Virginia Avenue Denver, ¢ 1700 15 treet 

Boston, Mass 141 Milk Street Los A Cal OL 1 ird St 

Chicago, 11) 565 W. Washington Blvd. Newark, N. J 82 Roosevelt Ave 

8t. Louis, Mo 1912 Pine Street Portland, Ore., 12th and Glisan Sts 
gg de i Cal., 320 Market Street 

mersenape 4 vardaon - Boynton Company, 1398 Arch Street 

Neptune es “ton "Laan ~d 7 K Canada 
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Somerville 
(S. I. W.) 


Soil Pipe and 
Fittings 


Are Full Weight 
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VITAL SPOTS 


In the Distribution of Plumbing Brass: 


The Jobbers 





**Making Mueller prod- 
ucts easily available in 
all sections of the coun- 

try, these wholesale dis- 

tributors (Mueller Job- 
bers) are performing an 
important part in the 
economics of distribu- 
ene They deserve = goods and then engaging a 
praise of every American 

dependable plumber to do 


the work. 


E sure to get your copy 

of The Saturday Eve- home owner.”’ From 
ning Post, May 23. (Itison The Saturday Evening 
the stands May 21 ) Post, Mueller Advertise- 


ment Issue May 23, 


1925. We would like very much 








You will find a number of 
new names in the list of 





to have you watch this ad- 








jobbers who are now han- 

dling Mueller products. You will also 
find that we have said some mighty 
good, and true, things about you -- the 
plumber — in this double page adver- 
tisement. 


This year we’re making a large invest- 
ment in advertising. One of the big 
thoughts back of this advertising cam- 
paign is to make the American home 
owner and builder realize the impor- 
tance of specifying dependable brass 


vertising campaign. Get 
the Post of May 23 and 
then buy all the other issues listed 
below. Every month from now until 
December we have a one-page adver- 
tisement in colors, sometimes two, in 
The Saturday Evening Post. It is your 
campaign—a campaign that is going 
to work to the benefit of the whole 
industry. 


rm 7 ‘ 
MUELLER CO. 
(ESTABLISHED 1857) 
Factories: Decatur, Illinois; Port Huron, Mich. 
Branches: New York, San Francisco, Los Angeles 


Canadian Factory: MUELLER, Ltd., Sarnia 


MUELLER 


faucets without a fault 


Saturday Evening Post Advertising for Mueller Co. 


May 23, 1925, 
June 20, 1925, 


double-page spread 
1 page, two colors 


Aug. 15, 1925, 1 page, two colors 
Sept. 12, 1925, double page spread 


Mueller Advertising is scheduled for The Saturday Evening Post 
up to and including January, 1926. 
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Co. E. Looker, secretary of the league; L. J. Waldear, 
of the Pacific Sanitary Mfg. Co., and F. A. White, of 


“Domestic Engineering,’’ comprise the committee in charge 
of the meeting, which will be held at 8 o’clock in the 
evening at the San Francisco Master Plumbers’ Hall. 


Personal Mention 


Francis J. Baker, president of the George H. Tay Co., 


of San Francisco, Calif., has been spending the week in 


Sacramento getting the new branch into operating con- 
dition. 

L. J. Whitcomb, formerly with the Wolverine Brass 
Works, of Grand Rapids, Mich., is now connected with 
the Mott Southern Co., of Atlanta, Ga. He will cover 
Atlanta and vicinity. 

Walter Johnson, of the New York office of the Ameri- 
can Radiator Co., is back at his desk after a visit to 
the factory at Buffalo, N. Y. 


L. L. Roberts, of Geo. H. 


Tay Co., San Francisco, Calif., 
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has been transferred to the Sacramento branch of the | 
company, which will be opened within a few weeks. Mr. 
Roberts is now in Sacramento assisting in the work of 
completing the new store. 

M. E. Wangenheim, vice-president of the Pacific Sani- 
tary Mfg. Co., San Francisco, Calif., is on a business 


trip of several weeks’ duration to the Pacific Northwest. 

J. Kurtz, vice-president of the Newark Plumbing Sup- 
ply Co., 1 Peshine avenue, Newark, N. J., has just re- 
turned from a four weeks’ honeymoon in Bermuda. 

Eric Roberts, of Los Angeles, Calif., representative of 
the Speakman Co., has returned from a sales conference 
at the general offices and factory at Wilmington, Del. 
On the return trip he visited the trade in Seattle, Wash., 
Portland, Ore., and San Francisco, Calif. 

James W. Crossley, of Erie,-Pa., has been appointed 
special representative for the D & T Mfg. Co., of St. 
Louis, Mo., and will the Buffalo territory in the 
interests of this company. E. T. Houlihan, of Syracuse, 
N. Y., has been appointed to represent the company in 
New England, with headquarters in Boston. R. H. Felt- 
well is the district for all territory east of 


cover 


manager 


Indianapolis, Ind. 
A. Dalziel, of the Dalziel-Moller Co., 


of San Francisco, 





r. G. Bush, manager of operations at the Chattanooga, Tenn., 
plant of the Somerville Iron Works, and W. J. Kirby, treas- 
manager of sales of the Somerville Iron 
N. J—From a photograph taken on the 
Kirby’s recent visit in Chattanooga 


urer and general 
Works, Somerville, 
oceasion of Mr. 








“They Keep() a-Running’’ 








The 714 H. P. Motor 











Specially Adapted 
for Automatic Control 


For more than 21 years Century Repulsion-Start Induc- 
tion Single Phase Motors have been meeting the severe 
The 


governor mechanism has been provided with case-hard- 


requirements of automatically controlled equipment. 


ened pins and studs and phosphor bronze bearing surfaces. 
This assures thoroughly satisfactory operation in the most 
exacting installation such as home, and commercial re- 
frigerating units, house pumps, heat regulators, sewerage 
disposal systems, drinking fountains, garage air compres- 
sors and similar equipment. 


Century Type RS Motors start as repulsion motors. As 
the motor accelerates to full speed, the governor releases 
the brushes from contact with the commutator, at the 
same time sliding short-circuiting segments into contact 
with the commutator bars. 
the windings and causes the motor to operate as an in 


This effectively short circuits 


duction motor. In most cases the brushes ‘“‘ride’’ the com- 
mutator only 1-900th part of the time that the motor is 
operating—with the result that brush life is unusually 


long. 


Type RS Motors can now be furnished with the new 
Century Wool-Yarn Systerh of Lubrication in fractional 
horse power sizes. 


Built in all standard sizes, from 14 to 40 horse power 


temperature rise not more than 40 deg. Centigrade. 


Send for Bulletin No.- 29 


Bulletin No. 29 describes all superior features of Century 
Repulsion-Start Induction Single Phase Motors—a copy 
will be mailed to you on request. 


CENTURY ELECTRIC COMPANY 
1827 Pine St. St. Louis, Mo. 


29 Stock Points in the United States and 
More Than 50 Outside Thereof 











¥, to 40 H.P. ¥y to 40 H.P. 
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Do you know the 
GORTON SYSTEM 


of 


Single Pipe 
Vapor Heating 


a 4 


It will certainly PAY YOU 
to understand it thoroughly 


Write for Details 
GORTON & LIDGERWOOD CO. 


Estab 


96 Liberty St. 


Represented in 


lished 1887 


New York, N. Y. 


Principal Cities 











Valves that 
uphold your work 


Fig. 368 
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Jenkins Gate Valves, like all genuine 
Jenkins Valves, are valves that you 
can install with full confidence. You 


can fee 
reputat 


custom 
forman 


for it. 
metals 


valves 


dard Bronuw Gate 
Valoe, out 
d 


1 gure that you have tied your 
ion to a proved product, and 


that there will be no complaints from 


ers on the score of valve per- 
ce. 


The reason Jenkins Valves give max- 
imum service is because they are built 


None but analyses-proved 
are used; only valves which 


have passed wide margin tests are al 
lowed to leave the Jenkins factory. 


There are Jenkins ““Diamond’”’ marked 


for practically every plumbing 


and heating requirement. 


JENKINS BROS. 


¢ 80 White Street New York, N. Y. 
524 Atlantic Avenue Boston, Mass. 
133 No. Seventh Street Philadelphia, Pa 
646 Washington Boulevard Chicago, II. 


JENKINS BROS., LIMITED 
Montreal, Canada London, England 


Always marked with the” Diamond" 


enkins Valves 


SINCE 1864 
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Calif., has left for an extensive trip through Europ 
He is accompanied by his wife and family. 

Wm. M. Byrd, Jr., of the Alabama Pipe Co., has ju 
returned to Chicago from his visit to the home office 
Anniston, Ala., and his trip through the South. 

Harold Friesley, until recently vice-president of th: 
Pacific Sanitary Mfg. Company, has been chosen genera 
manager of the M. Stulsaft Co., with offices in San Frar 
cisco, Oakland, Los Angeles and Sacramento. 

J. K. Wells, engineer-salesman of The Trane Company 
La Crosse, Wis., has been transferred to this company 
Greensboro, N. C., office. 

V. H. Howard, of San Francisco, Calif., Pacific Coast 
representative for the Chase Metal Works, is on a pro 
longed tour of the Pacific Northwest. 

James B. Slattery, of the Slattery Gas Radiator Com 
pany, 118 Sandford street, Brooklyn, N. Y., has just re 
turned from a three weeks’ business trip to the Pacific 


Coast. 


New Trade Literature 


Issues Packless Valve Folder 

The American Radiator Co., Buffalo, N. Y., has recent] 
issued a pamphlet on Arco packless radiator valves. <A 
cross-section of the valve is shown accompanied by dati 
concerning the construction and operation of the valve 

Burnham Boilers 

Burnham Boiler Corporation, of Irvington, N. Y., has 
issued a circular describing its water tube type boiler 
for high pressure hot water heating. Cross section views 
list of measurements and ratings, and a detail drawing 
showing an installation in a fifty-apartment building, 
are included in the circular. 

H. B. Smith Company’s Booklet 

The H. B. Smith Company, of Westfield, Mass., has 
issued a booklet entitled “Guaranteed Heating Satisfac 
tion—The Truth About Boiler Ratings."’ This pamphlet, 
containing thirty-two pages, gives information for the 
architect, heating contractor and owner concerning the 
various methods of arriving at boiler ratings. 

Kewanee Water Heating Garbage Burner 

“Destroy the Enemy That Lurks in Garbage,’ advises 
a circular being distributed by the Kewanee Boiler Com- 
pany, of Kewanee, Ili. The folder calls attention to the 
menace to health occasioned by careless methods of 
disposal of garbage, and advocates the use of the com 
pany’s water heating garbage burner which burns the 
garbage and heats water at the same time. Colored 
illustrations accompany the reading matter in the cir 
cular. 

Webster Heating Systems 

Warren Webster & Company, of Camden, N. J., have 
issued a folder containing illustrations of various build 
ings in which Webster heating systems have been in 
stalled. Industrial plants, schools, residences, hotels 
hospitals, public buildings, ete. are included. Views ot 
the company’s plant in 1888, 1909 and 1924 are shown 
as well as many heating specialties, such as valves, traps 
separators, etc. 

Gas Water Heaters 

The John Wood Mfg. Co., of Conshohocken, Pa., is dis 
tributing two folders. One describes the Merion auto 
matic storage gas water heater, and shows a cross section 
view, wherein each part is named. The second folde: 
contains descriptive matter on the company’s Standard 


combination boiler and gas water heater. 
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How to Join Pipe with 


‘ on 99 
‘‘Presstite 

A “Presstite’’ strip is inserted about 
two-thirds of the way into bell of pipe 


(with pipe erect on top of trench) and 
with flat surface of strip in thorough 
contact with inner surface of the an- 
nular space 

The pipe is then laid in the trench 
The |ower portion of the strip is moved 
out to form a seat for the spigot of the 
next pipe to rest on. The special 
jointing device is then put into place 
and the joint is pressed ‘“‘home”’ by 
pushing down the lever arm with the 
foot (2,000 to 2,500 pounds horizontal 
pressure 










The ‘'Presstite’ 

Jointing strip is 

a core of pliable 

asphalt in a fab 

casing 

through which 

the asphalt has 

been forced un- 

til it forms an 

adhesive surface 

hE coat. Strips are 

> formed to taper 

towardsouter 

edge of bell. Are made in the proper 

thicknesses and lengths to fit the annu- 

lar space in the dell of sewer pipe manu- 

actured according to the A. S. T. M 

standard. Other sizes made to order 
from specifications. 























Note large area in joint in contact 
With jointing material, instead of only 
& narrow runner around pipe as in 
ordinary poured joint. Spuce be- 


tween spigot and li ends is com- 
Dletely filled. Tapering shape of 
Strip automatically centers pipe with- 
Nt using oakum gaskets 
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PRESSTITE 


Papneenene Sey 
- 


Self-Centering 
Water-proof 
Root-proof 
Acid- proof 
Permanent 
Flexible 


With “Presstite’” Your Men Can’t 
Help But Make Good Joints 


—and there’s a big saving in time, labor, materials and expense on every job 


“Presstite’”’, the new pipe joint, makes 
good joints certain~—-all the way around 

and even when pipes are out of share. 
* * * Greatly simplifies the work, 
and reduces the cost. It is an asphalt 
joint in a new, convenient form. A 
joint that is a joint. Plumbers, archi- 
tects and sanitary engineers are pro- 
. Claiming it the greatest advance 
ever made in pipe jointing. 





NEW 


Joints made in any weather, even under water 


THE 


Bad weather does not hold up the job 
when “Presstite’’ is used. The work 
can go on—even with pipe under water. 
It provides a water-tight, acid-proof, 
root-proof joint. No digging up after 
pipe is once laid. Won't crack, freeze, 
run or slip. Prevents seepage, infiltra- 
tion, sedimentation and stoppage. Be- 
ing flexible it allows pipe to conform to 
the final grade of trench, after trench 
settles. 


Saves fully 6 inches in trench width. 
Permits perfect jointing in narrow, deep 
trenches. Eliminates the usual uncer- 
tainties where workman, in a narrow 
trench, must stand sideways and reach 


Placing 
jointing 
device 
over 


pipe 





Instead of having to assemble and de 
liver to each job a little jag of sand, 
material for jointing, a mixing box, hce, 
mortar board, water bucket and trowel, 
with the necessity of finding a safe place 
until needed, you simply send a _ box 
or two of ‘“Presstite’’ strips and the 
jointing device illustrated below, and 


deliver them the day the work is to be 
started. 


JOINT 


down with one hand to make the joint 

Moreover, it is se/f-centering. Taper 

ing shape of ‘‘Presstite’’ strip automat 

ically centers spigot end into bell end of 
pipe. The tremendous pressure of the 
jointing device forces the pliable asphalt 
into the smallest annular space. 


Inspection is easy. The strip is inserted with 
pipe erect on top of trench. Before pipe is 
laid the inspector knows whether jointing ma 
terial is properly applied. He does not have to 
get down into the trench to be sure of a good jot 


Consultation is invited. Assistance which will 
help in the solution of difficult pipe line prob 


lems is an important part of ‘‘Presstite’’ Service 


THE PRESSTITE ENGINEERING CO. 


4327 DUNCAN AVENUE ST LOUIS, MO 
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A Pair of Genuine Armstrong 
Brass Pipe Jaws Is All 
That’s Needed 


to convert your regular Armstrong No. 1 hinged 
pipe vise into a brass pipe vise. By a friction 
grip they hold, even nickel-plated pipe, firmly 
and securely without marring or crushing the 
pipe. 

The size range of the No. 1 Armstrong vise 
14 to 2-inch I. P. S. will cover any ordinary 
brass pipe requirement. 


These jaws double the possibilities of the No. 1 
vise at a very nominal cost and add very little 
weight to your kit. 


Bridgeport, Connecticut 


Armstrong Manufacturing Company 


=) 
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I recommend the installation of a 
PENBERTHY AUTOMATIC Flanged 
CELLAR DRAINER_ This device 
will insure you against the annoyance and 
and expense of a flooded basement 
It takes up but little space, uses the 
regular city water pressure for power Hub 
More Efficient and requires no attention or mainte 
: nance. The price for the proper size 
More Economical for your building, installed complete, Ends 
More Reliable is $.......... 
More Durable You'll be surprised at the extra busi 
ness you can create by this simple 
More Compact method. 
More Powerful Sizes 
ee Your jobber can supply you Paragon 
More Salable ° P 
Penberthy Injector Co. inclusive 
Established 1866 














IMPROVED 


New Model ‘‘R’’ 


Automatic 


CELLAR DRAINER 


Another Way to Sell 
Cellar Drainers — 


Trade Mark 


Every time you are asked to estimate 


following paragraph: 


1244 Holden Ave., Detroit, Mich. 
Canadian Plant, Windsor, Ont. 








PIPE FITTINGS 


AND 








on a new plumbing job, add the Screwed 


IRON BODY GATE VALVES 


Manufactured by 


ILLINOIS MALLEABLE IRON CO. 


CHICAGO, ILL. 
GENERAL OFFICES 1801 DIVERSEY PARKWAY 


when writing advertisers, 
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Duro Bungalow Model Water Softener 

\n envelope stuffer is being distributed by the Duro Pump 
& Mfg. Co., of Dayton, Ohio This folder tells about 
the new Duro Bungalow model water softener which is 
suitable for homes with not more than one bath This 
new water softener will soften 445 gallons of water be 
tween regenerations on 20) grain water The tank, 
which has but three valves, is tested to withstand a 


2 


pressure of 125 Ib. to the square inch An illustration 
is shown in the envelope stuffer 
Catalog of “I-X-L" Pump & Mfg. Co. 

Catalog “EK,” dated April, 1925, has been issued by the 
“I-X-L"" Pump & Mfg. Co., of Philadelphia The catalog 
Water 
closets, seats. valves, tank valves, closet tanks, hoppers 


contains twenty-four pages, 84. by 105% inches 


and traps, seat hinges, tank fittings, air compressors 
etc., are among the articles listed and illustrated Cross 
section views of various types of valves are also included 
Time-O-Stat: Corporation's Catalog No. 2 

Time-O-Stat Corporation, of Milwaukee, Wis., has just 
issued its Catalog No. 2 for 1925. The Time-O-Stat distant 
type for gas water heaters is described and the clock 
control and safety pilot are illustrated Different types 
of clock controls, special types of safety pilots for water 
heaters, handy installation tools, ete., are also described 

The Presto Gauge 

The Presto Gauge, a device for testing pipe work of 
all kinds (especially gas pipe), is described in a small 
folder being sent out by W. J. Thoman, of Shreveport, 
La The gauge is illustrated in two sizes—for testing 
l-inch pipe, and for 1%-inech lead pipe 

Trade Literature 

“Ruud Automatic Gas Water Heaters’ is the title of a 
pamphlet, Form 860, just issued by the Ruud Manufac 
turing Company, of Pittsburgh, Pa The general features 
of construction of the company’s heaters are described 
and pointed out in a cross section, view The pamphlet 
also gives useful information in regard to the method of 
installation of Ruud heaters. Many diagrams show 
heaters connected to various types of installations 


No ew Equipment 


A NEW SMALL SIZE WATER SOFTENER 


A new device for softening hard water has just ap 
peared on the market, primarily for domestic use It is 
small and light so that it 
can be carried easily to 
any part of the house. Its 
softening capacity is due 
to the use of a newly pat- 
ented crystallite zeolite, 
through which the water 
filters. No chemicals are 
used This new portable 
water softener consists pri 
marily of a polished copper 
tank filled with crystallite 
The tank is equipped with 
a rubber inlet hose made 





to fit any faucet and an 
outlet hose having a _ re- 





movable shower bath spray 
on the end. In use, the end of the inlet hose is placed 
over any faucet and either hot or cold water turned on 
The water coming out of this portable softener is 100 per 
cent soft, it is claimed 
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sill 


Where You Need It 


VERY steamfitter is familiar with 

the abuse the tail-nut of a radia- 

tor valve must withstand, and knows 

from experience the trouble a broken 
nut may cause. 


The forged brass tail-nut, an indivi- 
dual feature of Commonwealth-Lavigne 
Radiator Valves, gives strength at the 
point which has to bear the greatest 
stress and eliminates installation trou- 
bles caused by cracked or broken tail 
nuts. 


The use of Commonwealth - Lavigne 
Radiator Valves on every installation 
will save time and labor for the steam- 
fitter and insure enduring satisfaction 
to his customer. 


Your Jobber Can Supply You 


COMMONWEALTH BRASS CORPORATION 
DETROIT, MICHIGAN 





RADIATOR VALVES 
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> tae me 
The Water Problem 


of the Home is easily 


Solved with a MONARCH 


There is either an Electric Pumping Outfit or a Naolite 
Water Softener of ample capacity in the MONARCH line. 


~ 




















May 6, 1905 
Monarch Water Systems J. J. Ryan & Co., of Chicago, have moved their fac- 
tory to the southwest corner of Monroe and Jefferson 


Include both electric and power driven, shallow and deep streets, Chicago. The company will have increased space 


well Pumping Outfits for City, Suburban and Farm Homes. 





? ‘ . at its new location. 
- 1905- — 
Monarch dice diceeatce deal 
» The Consolidated Engineering Company, formerly 
Special Features f 40 Dearborn sireet, Chicago, has moved to the 


{tlantic building on the southwest corner of Jackson 
1. Repulsion - In- 


duction motors. md Canal streets, where it has installed:a thoroughly 





2. Two-pole switch quipped plant for the manufacture of heating spe 
with safety cir- cialties. 
cuit “ee wl 7 —1905— _ 
3. Sleeve guarded The Beaton & Corbin Manufacturing Company, of 
pacen rod. Southington, Conn., has laid the foundation for a new 
’ “ een two-story factory, which will nearly double its capacity 
panders. It is expected that the building will be finished by July 1 
, 1905— —- 
‘ wn oy logan The H.W. Johns-Manville Company, of 100 Wil 
6. Adjustable Air liam street, New York City, has established six new 
Valve. hranches in order to facilitate the handling of tts busi 
Made in many sizes. Ness The branches are in the following cities: San 
A complete Water rancisco, Seattle, Kansas City, Los Angeles, Litth 
System as low as Re nd Minneabelis, 
$107.00 -———— 1905 ——-——— 
Master plumbers’ associations in New England are 
Monarch Naolite Water Softener experiencing a rapid growth. The secretary of the 


Hartford association reports an increase of fifty per 
cent in membership during the last year. 


—-—— ] 905 --—--_—— 


for City Homes with hard water supply or wherever soft 
water is required. Softens hard water instantly without 
the use of chemicals and produces clean, clear water. 


Monarch 


Special Features 


The Philippines Commission has passed an act author 
izing the secretary of war to issue, in the name of the 
city of Manila, bonds in the sum of $4,000,000, for the 
construction of sewers and water-works. 
yoru —_—_———- 1905 
a Vaster plumbers of Colorado, Wyoming and New 
|naRo warte 5 - ° < - 
summy Mexico recently held a convention in the rooms of 


the Denver Master Plumbers’ Association, in the Nas 





1. “Armco” Iron rust-resist- 
ing Tank. 


2. Union bonnet type renew- : 
able disc valves. sau building, Denver. 
-—— —-1905—-———- 


, 3. Pressure regulator. 


4. External Salt Pot. 


The annual convention of salesmen and branch man 
agers of the Kellogg-Mackay-Cameron Company was held 
last week in Chicago from Thursday to Saturday. The 
meeting was preceded by a visit to the plant of the 
Kewanee Boiler Company, where the process of manu 
facturing boilers was studied. An enjoyable feature was 


5. Simple and accessible 
valve arrangement. 


6. Copper ring gaskets. 





Made in five sizes. ‘ ; 
; the annual banquet given by the company to the sales 
wasrt 


A complete Water Softener men and office force. 








as low as detialesia ct IGT ecciciniicti 
$100.00 The International Heater Company, of Utica, N. } 
Send for Catalog t has moved its New York office to 5015 Metropolitan 
and Prices PRCssumt mtevistoe building, at Madison avenue, Twenty-third street and 


Fourth avenue. 


——————1905—___—_ 


Ohe MONARCH H. B. Davis, inspector of plumbing in Washington, D. ¢ 
| is trying to start a National Association of Inspect: 
ENGINEERING «@) of Plumbing and Sanitary Engineers, similar to the stat: 
° organizations of Massachusetts and Illinois. The organ 

bys '@) ization will aim to establish a standard in the manufa: 
YT N,OHIO,U.S.A ture of plumbing fixtures, as well as a standard f0! 


weight, gauge and material of pipe, traps ete 




















CHICAGO . 


again 
who 


of conditions conflicting 
Contractors can be found are working 
One firm visited had thirty plans for figur- 


Reports business are 
this week. 


to capacity. 


ing and had signed up five nice jobs during the week. 
Another one, at the same time, had reached the lowest 
level it had touched for years. Within the last two 
months it had reduced its organization from over sixty 


journeymen—its average working force——to three. These 


are two extremes. 


Jobbers generally are not doing the business they ex 


pected to do at this time. Their customers are buying 
cautiously and only for actual needs, waiting for jobs 
to reach the stage where certain material is needed 


and then buying just thet specific material. Therefore, 
efforts to get business are keenly competitive, and con- 
siderable price-cutting is being done. The of 
the market because of this, of course, is one of the big 
the of the plumber and 
heating contractor. 

Demand on the manufacturer continues quiet, 
bers’ stocks require only fill-in items to keep them 
working level sufficient the calls of the master 
plumber and heating contractor. 


weakness 


reasons for shopping master 
for job 
at a 
to meet 


In many lines, produc- 


tion has been cut down and prices have weakened as 
the buying lull persists. 

The most optimistic report of the week is from an 
officer of a large company who has seen many years of 
lulls and booms. His company is experiencing the de 
pression that so many others are, but he harks back to 
the vears before the war and recalls that there was 
many a big year when February, March and April were 
absolutely dead. The fact that his company has a large 
volume of business on the books for future delivery 


causes him to look for a break soon, and he confidently 


expects his company to do a bigger business this year 
than it did last. 
Soil Pipe 
Last week’s development in the soil pipe market was 
the announcement by foundries of a guarantee against 


decline in prices on business placed for shipment during 
May and June. Demand from jobbers was quiet. Their 
generally full, their light 
volume for sizes in’ which stocks have temporarily sunk 
level, the 
still spotty, though in increasing volume. 
at with 


hand adequate to meet 


stocks are and buying is in 


helow a safe Demand from master plumber 
Production 
operations continue a slow rate, supplies on 


current calls promptly 
Steel Pipe 
Demand pipe continues steady 
volume, with maintaining working 
howing no disposition to buy beyond 
aster plumbers and heating contractors are buying con- 
ervatively, but actual requirements are increasing 
and distribution from jobbers’ stocks is growing accord- 
at mills continues curtailed, with 


light 
and 


needs. 


for steel and in 


jobbers stocks 


immediate 


too, 


ngly. Production 


stocks ample for prompt delivery of orders received 
Prices are firm and unchanged. 
Wrought Iron Pipe 

Mill sales of wrought iron pipe show no improvement 
this week, demand from jobbers holding steady but, in 
general, confined to small replacement needs Mill stocks 
are ample. Prices are firm and unchanged They have 
now held steady for over two years 

Enameled Ware 

A fair business is being done in enameled war: Mak 
ers are receiving orders in good number for small lots 
of most items, the bulk of which is for immediate ship 
ment. Forward buying is still light Demand from 
the master plumber is fair, accounting for a steady inroad 
on jobbers’ stocks Deliveries from factories can be 
made promptly. Prices are firm and unchanged 

A recent Department of Commerce report on = ship 
ments, stocks, new orders and unfilled orders of 21 man 
ufacturers of enameled ware shows that the number of 
bathtubs ordered during the first three months of this 
year fell off approximately 15 per cent from the number 
ordered the first three months of last year and close to 
20 per cent from the number ordered during the corre 
sponding period of 1923. Stocks on hand have increased 
and unfilled orders have decreased 

Pottery 

While there is a report from one large maker of pot 
tery that demand is excellent, deliveries somewhat de 
ferred, stocks meager and buying ahead for two month: 
many others find new buying rather light Most Chi 
cago jobbers are well stocked with staple ware and de 
mand from the master plumber is reducing their hold 
ings only moderately so far Many makers still have 
orders on file that represent jobbers’ needs for some 
time ahead. The reduced prices announced last week are 
now the market The reduction applied only to staph 
bowls and tanks and to vitreous china lavatories 

Range Boilers : 

New buying continues light, but the aggregate of fac 
tory shipments runs into a fair volume of business. De 
liveries can be made promptly. Warehouse pick-ups in 
Chicago are steady and in fair number Prices have not 
changed. 

Plumbers’ Brass Goods 

Jobbers’ stocks continue adequate for the demand 
from the master plumber, and new buying on the manu 
facturer is still slow. Stocks at factories are ample and 
deliveries can he made promptly Price have not 
changed 

Boilers and Radiators 

The May period price change jarred loose some busi 
ness last week, but immediate needs of heating contrac 
tors are still light and general conditions show little im 
provement. Bookings, however, are very good and mean 
a period of activity when jobs they represent need the 
material. Deliveries can be given prompt attention. Price 


have not changed 
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NEW YORK 
New York and 
little during the last 


“J 


The market in surrounding territory 


has changed very week Shading 


of prices on nearly all commodities is still the story on 


the lips of many 


Building reports continue to show that by far the 


greater part of building appropriations is going into the 


small house field, with a marked dearth of large apart 
ment building Some lines are materially affected by 
the lack of this latter type of work, while others, of 
course, are moving in good volume, due to the demand 


building of homes 
Soil Pipe 


brought about by the 


No great change has taken place during the week 
Prices continue weak Foundries report a light business 
Stocks are adequate and prompt deliveries are usual 


Steel Pipe 


Makers state that a reasonable demand remains steady 


Mill prices are firm, with price-cutting evident among 


jobbers Deliverie Ss are good 

Wrought Tron Pipe 
Makers’ 
remain firm and unchanged, with prompt shipments 


Mill representatives report very little buying 

price 
eustomary on all sizes 

Enameled Ware 

A good 


by manufacturers 


volume of business is reported throughout 


Factory prices are very firm. Shad 


ing by jobbers is evident in this commodity, too. Though 


ome manufacturers report a large number of orders re 


ceived, shipments remain prompt on staples, with spe 


cialties receiving reasonable attention 


Pottery 


Demand remains consistently good, and most potters 


ire receiving a good v@lume of business One, at least 


reports orders above with 
With this 


Prices 


capacity some delay in ship- 


ments exception, shipments remain fairly 


prompt have not changed since last week's re 


duction 
Range Boilers 


Jobbers are releasing shipments in slightly greater 


number this week manufacturers report a fair and 


steady demand Prices remain unchanged Deliveries 


are satisfactory 
Plumbers’ Brass Goods 
taken 


poor demand continues for both cast and tubular 


Very 


and a 


little change has place during the week, 


brass goods Shipments are prompt Prices have not 


changed, but the market is not strong 


Boilers and Radiators 
A slow 


Prompt deliveries are the rule from all makers. 


PHILADELPHIA 


demand still exists Prices remain unchanged 


The week in Philadelphia is marked by a slight im- 
provement in one or two lines, although most commodi- 
ties continue as last reported Buying by the jobber 
seems for the most part to be still confined to actual 


needs, although a few orders for stock replacements are 
now being received by 

Much 
and manufacturers 


various manufacturers. 


price shading still exists, both among jobbers 


Soil Pipe 


No great disposition for new buying is shown, many 


jobbers still having ample stocks from advance buying 


earlier in the year and before. Foundry prices are still 


off the current sheet, in most cases. Prompt deliveries are 


customary. 
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Steel Pipe 
Steady buying, although rather light, continues as last 
reported Prices are still firm from makers. Shipments 
are prompt. 
Wrought [ron Pipe 
Slack Mill prices remain firm, but 


business closed by 


demand continues 
jobbers often represents considerable 
shading. Mills are in a position to make prompt de- 
liveries. 

Enameled Ware 
satisfying volume of business contin- 
Makers 


some plants 


A stead and 


ues to be done seem optimistic for the near 


future, with working at capacity or nearly 
prices are firm, though there is evi- 
Although 
considerable business is reported on most makers’ books, 


effect. 


SO Manufacturers’ 


dence of shading applying to jobbers’ sales. 


reasonably prompt deliveries remain in 


Pottery 


The condition of the pottery market is hard to define 


Some makers are enjoying a large volume of business, 
while others are doing very little. The recent drop in 
prices applies only to staple bowls and lavatories. Whole- 


salers’ prices continue to reflect much shading. De- 
liveries remain fairly prompt from most sources, although 
one maker reports continued inability to keep shipments 
up to the level of orders received. 

Range Boilers 
manufacturer's 


Others 


Marked reported by one 
thirty day delivery being in effect. 
report a fair volume, with reasonably prompt shipments 


activity is 
agent, now 
Prices remain firm and unchanged. 
Plumbers’ Brass Goods 

Both cast and tubular brass goods continue to be in 
fluctuating 
makers are being shaded in 
effect. 


slow demand Jobbers’ prices on both are 


brass 


many 
Deliv- 


Prices of cast 


cases, too, though no new sheets are in 
eries on all items are prompt. 
Boilers and Radiators 
No change is shown this week, and the slack demand 
last reported continues Prices are unchanged, and ship- 


ments are good 


ae he 7 ‘ T % * 
NEW ENGLAND 
held back in a 
surprising, in view of the optimistic outlook of the first 
The territory 
responsible to a great extent 
ent inactivity, since it has affected not only the 
uncertainty in 


Business continues to be way that is 
Boston 
for the pres- 
Boston 
other 


part of the year. strike in the 


is said to he 


district but has been the cause of 


sections as well It is said that should Boston be suc- 


cessful in securing a higher wage scale other sections 


would go out for the same daily wage. At present, it 


is understood that no definite settlement has been reached, 
although the men are working and committees of em- 
ployers and employes are still striving to bring the mat- 
Both the North and South Shore 


scheduled to go out on strike on 


ter to a conclusion. 


plumbers, who were 
May 1, have held back action awaiting the result of the 
conferences being held in Boston. With such a situation 
at hand it is not surprising that architects, builders and 
prospective builders are waiting before taking chances 
with their money. 

Jobbers, us a rule, are well stocked; master plumbers 
buying in 
immediate use rather than in quantity for stock, and it 
is felt that the market as a whole is not unduly strong 
jobbers, finding themselves with 


making 


and heating contractors are small lots for 


large stocks and 
prices in 


Many 


heavy overhead expenses, are special 


order to move stocks. 
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Successful Heating 


i Depends largely 
: upon the proper se- 
:; § aa , 

: lection of the heating 


boiler. 
teheineee 


YORK 
HEATERS 


for Steam, Vapor or 


Hot Water 


Ue we 





Never fail in opera- 
tion, satisfy every 


a i demand, and noted 
for utmost efficiency. 


They will, we know meet with your hearty approval. 


_ ABENDROTH BROTHERS 


Established 1840 


Port Chester, New York 


New York City 








Cataloo 


Brooklyn 








Bridgeport 
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THE LAST WORD IN 
BATHROOM TRIMMINGS 





VSN O-WITE = 


Enameb~ 


Inset Type Porcelain 
Enameled Iron Trimmings 







Plumbing Contractors—push the sale of inset 
bathroom trimmings. Their use adds im- 
measurably to the appearance of any bathroom 
and increases your total profit. You can in- 
stall them on any job in plaster walls where 
tile is not used 


( omplete ( atalog 


5 


on Reque Y 


We Manufacture a complete line of 


SURFACE AND INSET TYPE TRIMMINGS, 
MEDICINE CABINETS AND MIRRORS 


American Enameled Products Co. 
Chicago 
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Boiler Stands 


D.D.WeESSELS & SONS LO 
DETROIT. MICHIGAN 
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Armstrong Bros. 

SOLID 
PIPE DIES 
and 


STOCKS 


Improved Design—Cut Like Lathe Tools 
Backed off Chasers made of Alloy Steel 
Write for Free Catalog 


ARMSTRONG BROS. TOOL Co. @@ 
323 N. Francisco Ave. - Chicago, U.S. A. XS 
































PIERCE, BUTLER & 
PIERCE MFG. CORP. 
Makers of. 
GooD BOILERS AND 
RADIATORS 


BRANCHES IN ALL PRINCIPAL CITIES 


GENERAL OFFICES 


41 EAST 42nd STREET -3- -I- NEW YORE, N. Y. 



































The price asked for Capitol 
Brass Goods of quality al 
lows you to earn a profit 
you are justly entitled to. 


CAPITOL BRASS WORKS 
23C0 Franklin Street 


wees ere 


=S=DETROIT, MICH 


— 

r 

SQUARE | GEE 
| FITTINGS 


lroné Malleablelron 
We are so proud of Square 


‘‘Gee’ fittings that we 
stamp on each one a square 
G as a means of instant 
recognition. 











THE GRABLER MANUFACTURING CO. 
CLEVELAND, QO. 








plumber. 
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On the ether hand, building permits are showing up 
in greater volume, jobbing plumbers are very busy and 
the feeling that the labor situation will soon adjust itself 


on the same basis as in the past offers encouragement 
Expectations are that within 30 days a material change 
for the better will be seen. 
Soil Pipe 
Jobbers are still carrying good stocks on whi de 
mand from the master plumber has made no great im 
pression. Foundries are feeling the lack of demand 


and practically all of them are now caught up with old 
While there has been no official 
the market is weak 


business on the books. 
reductions, 


Steel Pipe 


announcement of price 


No price change. Jobbers’ stocks are well filled and 
the only buying that they are doing is in smal! lots 
Demand from master plumbers and heating contractors 
is light, as well. Production has been cut down at the 
mills as stocks have accumulated. 

Wrought Iron Pipe 

Little demand for this commodity by the trade. Job- 

bers find that their stocks, while not heavy, are ample 


for all demand. Mills report business quiet, some filling 
orders to jobbers and a few direct shipments being about 
all that they received recently. Prices have not 


changed 


have 


Enameled Ware 

Demand on the jobber is slight 
but, nevertheless, an improvement over the immediate 
past. Jobbers’ stocks are ample to care for orders re- 
ceived and are being gradually reduced to such an extent 
that replacement orders are beginning to be sent to the 
Most of the buying being done all around 
of quick delivery goods to the job rather 


No change in prices. 


manufacturers. 
is in the nature 
than for a protracted carry. 
Pottery 

Manufacturers report little new business being entered 
lots. Most of the potteries are still 
and releases against these or- 
of the business being done at 
slight improvement in de- 
Prices have not changed 
week. 


small 
old 
constitute 


and this for 


working on business 
about all 


report a 


ders 
present Jobbers 
mand from the master plumber. 
the reduction announced last 
Plumbers’ Brass Goods 

Not a great deal of buying is being done by the master 
are carrying good stocks, well as- 
meeting all demands with promptness 
a sluggish condition, with most of 
the old either completed or held up for future 
delivery Prices generally are unchanged, 
with some weakness being shown occasionally. 

Range Boilers 

Little demand on the jobber whose 


since 


Jobbers 
and 
Manufacturers report 


sorted, are 
orders 


instructions. 


No price change 
stocks are in good shape to care promptly for all orders 
received. Manufacturers report little new business ahead 
with most of the old orders practically completed. 

Boilers and Radiators 
comparatively light and, while 
some material is being moved, the quantity is not 


Stocks in hands of jobbers and manufacturers are such 


Present activity is 


large 


as to assure prompt shipment when releases are sent 1D 


PACIFIC COAST 


Generally speaking, business on the Coast is good 
Those interested in plumbing and heating have every 
reason to expect that it will remain so. Real estate 


dealers report a continued demand for new buildings in 
some of the Coast cities and new apartment projects are 
again to the fore. 








up 
and 


self 


Id 
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rhere is very little speculative buying being done by 
most jobbers at present, purchasing being done in about 
the same volume as sales. Jobbers’ prices to the trade 
remain unchanged and are holding firm 
Soil Pipe 
The demand for this commodity continues in fair vol- 
ie and gives every indication of remaining so. No 
lificulty is experienced in obtaining prompt shipment 
from factories. 
Stecl Pipe 
There is no change in conditions affecting steel pipe 
and the demand, as a whole, continues good. Most dis- 
tributors have ample stocks on hand and no difficulty is 
experienced in obtaining prompt shipment from the steel 
pipe mills. 
Enameled Ware 
The demand for enameled ware remains fair and most 
distributors’ stocks are in good shape and are able to 
meet present demands. 
experienced in obtaining prompt shipment from either 
Coast factories or manufacturers’ warehouses. 
Pottery 
The demand remains fair for this product. Most dis 
tributors have ample stocks and there is still a large 
quantity of the second quality ware on the market, 
is being distributed through other than the regular chan- 
nels. Prices of both manufacturers and jobbers are at 
the lowest point they have been for some years past 
Plumbers’ Brass Goods 
The demand for this commodity is holding up very 
well. Very little difficulty is experienced in obtaining 
shipment from either Coast or eastern factories on prac- 
tically all items of plumbers’ brass goods. 
Range Boilers 
Range boilers are moving fairly well in most of the 
Coast jobbing centers and jobbers’ stocks, as a rule, are 
ample. No difficulty is experienced in obtaining prompt 
shipment from factories. 


The Metal Market 


May Average Average \verage 
Mar., 1925 Jan., 1925 1924 
PIG TRON 
No. 2 Foundry, Chicago, 
furnace F2Z2.00 $24.00 $25.80 $22.15 
PLATES AND SHEETS 
Steel boiler plates, Pitts 
burgh, per Ib Lie 2.05 an 214 
Blue annealed sheets, 
Pittsburgh, per Ib » i » he 
Black sheets, Pittsburgh 
per Ib... 1 BO be bd or 
Galvanized sheets, Pitts 
burgh, per Ib 14 17h 4.75 
TIN— 
Straits tin 4.006 
COPPER 
Prime Lake, f. 0. b. re 
finery 13.7% 
KMleetro, delivered 13.50¢ 
LEAD. 


Chicago 7.621 


rhe Old Metal Market 
Dealers’ Buying Prices 


Per lb Per Ib 
\iuminum clippings 16 « Copper, light y 
Klock tin 36 ¢ Copper, uncrucibled 
rass, light 5% « wire 10 ¢ 
Brass, heavy mixed 614 ¢ Faucets and valve 6\4e 
Mrass, red S ce Lead, heavy > @ 
Copper, crucible Li 6c Solder joints 6 


NOTE Prices are those quoted on Tuesday of this week 


which | 
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Very little difficulty, if any, is | 





Weil-M‘Lain 


Water Heaters 


They are easy and profitable to 


sell because owners like the “‘fire 
brick ring’”’ which keeps the fire 
alive. 

Weil-M:Lain Company 


Jobbing Division 
Chicago, Hlinois 
22 





Manufacturing Division 
Michigan City, Indiana 











A PERFECT JOB 


IS THE RESULT WHEN USING 


. The “American” Ground Joint 
Waste Connections with 


Ww -——LEAD RING 


Everyone is interested in this 
new «tting. 





All Jobbers Should Stock Them 
No, 752 


AMERICAN SANITARY MFG. CO. 


ABINGDON, ILLINOIS 











Valves and Fittings 


The big Kennedy line covers a total of 
over 4600 different types and sizes, in- 
cluding globe, gate, angle, check and 
radiator valves of every type and size, 
and a complete line of malleable iron and 
brass pipe fittings. 

All of these types are described and listed 
in the Kennedy Catalog. 

Send for a copy 


The Kennedy Valve Mfg. Co. 
Elmira, N. Y. 


Boston New York Chicago” San Francisco 
El Paso Salt Lake City Seattle Philadelphia 
Kansas City Los Angeles 


Thoroughly dependable 
because one hundred 
per cent right 


Sold by recognized 
jobbers from coast 
to coast 


Wood Tanks 
and Seats 


Van Arnam MFfs. Co. Fort Wayne, Ind. - 


/ 














F Another Triumph of 
‘‘Minneapolis’’ Engineers 
The New Model 77, With 7-Jewel Clock 
8-Day Thermostat. 


Far better—lower priced! Write for de- 
scription and prices. 


INNEAPOLIS 


, Hear Recutaror Co. 


Established 1845 








2801 Fourth Ave., So. Minneapolis, — 

















Speakman National Shower 
Advertising paves the way 
for your shower sales 














“GOLD NUGGET” 


BRASS FERRULES 


The manufacture of quality brase 
ferrules is a epecialty witn us. If 
you want togive) 

grade accurately 

finished good 

Richmo 

bous¢ 

ping facilitiesr 

usa mosteatisfactory proposition 


RICHMOND 


Foundry&Manufacturing Co. 
RICHMOND, VIRGINIA 








Closet Tank fittings are not the 
cheapest and are used by Manufac- 
turers who want the best. 


LOOK IN THE TANK 


Balicocks, Flush Valves, Hinges, Flush 
Levers, Etc. 


Morency-Van Buren Mfg. Co. 
Sturgis - - Michigan 














PLUMBING EXHIBIT AT “HOME BEAUTIFUL" SHOW 
IN PORTLAND, OREGON 

The master plumbers booth at the Home Beautiful 

show, held in Portland, Oregon, the last week of April 


was most atiractively arranged with a view to making 
the greatest appeal to the prospective home-owner and 
builder Otto Schudtz was chairman of the committer 


for building and arranging equipment of the booth 
ing ably assisted by members of his committee and other 
volunteer workers among the master plumbers, who ten 
dered their services to make the booth a success Rep 
resentatives from wholesale and manufacturing concerns 
also hared the responsibility for making the booth a 
definite center of attraction, for there is no doubt that 
it drew more than average interest, 

The booth was 18x11 ft. with partitions 7 ft. high 


The location was advantageous, being near the door 








The exhibit of the Master Plumbers’ Association of Portland, 


Oregon, at the Home Beautiful Show in that city 


where the crowds passed 


featured and one compartment containing miscellaneous 


equipment The first bathroom in the picture was of 


the very highest type, suited for expensive homes The 


middle section of the booth contained medium-priced 


bathroom equipment, and the other division held sink 
water heater and combination tub displayed by the 
Wheeling Sanitary Manufacturing Company. 

The lighting arrangement was very effective and sup 
plemented by mirrors and cut flowers and potted plants 
created a “homey” appeal. The color scheme was French 
gray, the walls tile print beaver board with linoleum 
on the floor 


WILLIAM L. PALMER DIES IN TEXAS 


William Lewis Palmer died recently at his home in 
San Antonio, Texas, after a short illness of pneumonia 
in his 49th vear Mr. Palmer had been engaged in 
promotion work with the San Antonio branch of the 
Standard Sanitary Mfg. Co. since 1921, and was previ 
ously connected with the Bailey-Farrell Mfg. Co., Pitt 
burgh ind the M. J. O'Fallon Supply Co. in Denver 
Colo He is survived by his wife and two sisters He 
was a member of B. P. O. E. No. 769 at Curry, Pa 
Funeral services were held from the Porter Loring Chapel 
San Antonio, and the body was sent to Waco, Texa 
for interment Through his business contacts, Mr. Palme 
made many friends throughout the industry He wil 
be remembered as one who could be cordial and efficien 
at the same time His friends will be sorry to hear th 
news of his early demise 

oO. M Elliston, of Waycross, Ga., is installing t} 


plumbing in the Lyric Theatre in that city 





Two complete bathrooms were 




















No ew Business “Uentures 
H 


P. Carmichael has opened a plumbing shop at LSS 

Third avenue, Oakland, Calif 

J. sjeasley has started in the plumbing business 
it 1045 Fourth street, San Rafael, Calif 

George D. Patrick has opened a plumbing shop at 
230 Lighthouse avenue, Monterey, Calif 

EK. V. Sehmidt, Dundee, Ill., has recently opened his 
new plumbing display rooms in the Nolte building 

Al. W. Mullen has engaged in the plumbing and heat 
ing business in Sioux City, Iowa, at 5 West Third street 

lL. A. Cupp, of Pico, and W. C. Lewis, of Whittier, have 
engaged in business at Pico, Calif., as the Pico Plumb 
ing Co. 

George J. Schultz, of Charleston, Pa., has opened a 
new plumbing and heating shop at 107 East Commercial 


street in that city 


Art Bohm and Herbert Korhn are about to engage in 


the plumbing and hardware business in the Sommer 
building in Genoa, Wis 

Thomas F. Smith and John EK. McEnhill, of San Fran 
cisco, Calif., have formed a partnership as the Pacific 
Plumbing & Heating Co., with offices and shop at 924 
Folsom street in that city. 

The Ever-Ready Plumbing Co., of Cleveland, Ohio, 
has recently been incorporated with a capital of $10,000 
T. J. Lesko, Andrew Juhass, G. A. Robinson, R. L. Perry 
and L. Graham were the incorporators 

The Sword Oil Burner Company, Boston, Mass., has 
recently incorporated with a capital of $10,000, to con- 
duct a heating business. The incorporators are Fred 
erick H. Andres, 45 Milk street, Boston, and James O. 
Conlin. 

The Atlas Heating & Ventilating Co., Inc., of Chelsea, 
Mass., has been incorporated with a capital of $25,000. 
The incorporators are Max Goldin and (C. Goldin, both 
of Chelsea; Augustine A sjonzagni and H. Bonzagni, 
both of Melrose, Mass. 

Peterson-Rees Co., of Sioux Falls, S. Dak has been 


organized to conduct a plumbing, heating and ventilating 
Peterson, president of the new company, 
of the of 
previous to plumbing 


business. V. I. 
Plumbing 
that 


Supply Co., 
the 
Bloomington, 


was formerly secretary 


Sioux Falls, and was in 


and heating business in Pierre, S. Dak., and 
I}! R. Rees, of the 
formerly connected with the Hanley-Casey Co., 


general manager company, was 


of Chicago. 


He also organized the Sanitary Heating & Plumbing Co., 
Of Sioux Falls. 

Zigman & Mulligan Co., 481 North Main street, Bristol, 
Conn., has recently been incorporated with a capital of 


$50,000, to conduct a plumbing and heating business. 


ae 


The incorporators are Adam Zigman, Felix Zigman and 
William T. Mulligan, 16 Center street, all of Bristol 
The new concern succeeds the Zigman & Spielman Com 
pany 
Business ( anges 
mes: hang 

Isaac A. Park has purchased the plumbing and heating 
business of Newman & Bennett, Seymour, lowa 

V.N. Welamb Co., heating contractors of Philadelphia 
have moved to 2313 Walnut street of that city 

Harry Johnson has succeeded to the plumbing and 
electrical business of Johnson & Peterson, in Willmar 
Minn 

Ernest L. Freeman has leased the store at 26 North 
Washington street, Boston, for a term of years for a 
showroom for plumbing and bathroom fixtures 


Frank G Baker, heating and plumbing contractor 
formerly located on Spring street, Watertown, Mass 
has moved to 68 Main street in that city 

H. M. Mackpraneg, of Peru, Nebr., has sold his stock 
of plumbing goods to Burbridge & Hawkins, of Platts 
mouth, Nebr., who have rented part of the David Jack 
building in that city and will begin to do business at once 

Gordon B. Coffey, whose 
likeness is shown herewith, 
has recently been given an 
interest in the business of his 
father, Bart D. Coffey, Port 
land, Ore Mr. Coffey is 
president of the Oregon Mas 


ter Plumbers’ Association and 


he is doing business under 


the name of the Coffey Plumb 


ing and Electric Co., Ine., at 


92 Eleventh 





street, Portland 








R. G. Trefzger has moved 
his plumbing business from 
1405 University avenue to his 
own new building at 1403 
eee University avenue, San Diego, 
Gordon Coffey Calif., where he has an up-to 
date shop and display 
Thomas Gaughan, brother of Mr. Gaughan, of Gaughan 
& Manley, Shenandoah, Pa., has succeeded to James 
Judges’ plumbing and heating establishment at 1910 
Boulevard avenue, Scranton, Pa 
The heating and plumbing business of Garner & Miles, 
of Petersburg, Va., has been bought by the Prince George 
Plumbing & Heating Co., which will do business at 114 
Poythress street in that city 
Tobin Bros. Plumbing Company, Salt Lake City, Utah 
has moved from 57 Post Office place to 156 South West 


Temple street 
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SAN MATEO AND BURLINGAME MASTER PLUMBERS 


MEET 


President Harry Park presided at the April meeting of 


the San Mateo and Burlingame, Calif., Master Plumbers’ 
Association which was held at Burlingame recently The 
meeting was preceded by a dinner at Noah's Cafe, San 
Mateo, and thirty members and guests were present F 


B. Gilger, of the Richmond Sanitary Co., of San Francisco 
was host at the 


After the 


various of the visitor F. B 


dinner 
routine busine mes given by 
Gilger, H. Wilson 


tichmond Sanitary Co., 


and B 


Sheldon. of the spoke on associa 


tion activities, and urged a study of sales methods, and a 
pecial study of advertising methods in order to create 
more business R. Rose of Platts Premier Porcelain 
Ware Co Santa Clara, Calif gave a demonstration of 


the manufacture of porcelain ware, and T. G 


Otis, of Kohler Co talked on the different types of in 
juries to enameled ware, and how to detect them and 
avoid then cS Newkirk, state field secretary of the 
Master Plumbers’ Association, talked on planning meet 
ing and urged the association to plan activities and 
programs for meetings several months in advance, and to 
conduct the meetings in a wide-awake manner 

Those present were W. F. Serpa, E. F. Wolters, Chas 


Parlier, and H. J. Pascoe, of San Jose; K. L 


Martin, of 


Menlo Park; H. A. Lauer and H. Carlson, of Palo Alto: 
W. B. Hogan, of Redwood City; F. Lindstrom, B. W 
Sheldon, H. R. Park, E. C. Cottier, J. Morrison, W. F 
Craig, J. Madden, J. MeGowan and A. H. Dittman, of 


Burlingame 


LINCOLN, NEBR., MASTEK PLUMBERS HEAR 
ADDRESS ON CREDIT 

D. R. Thomas, secretary of the C Western Credit 

National 


members of the 


ntral 


\ssociation, and special representative of the 


Trade Extension Bureau, addressed the 


7 
=: 
a 


A 


At the annual convention of the Master 
left to right: IT. L. 
A. J. 
Cc. W. 


row, from left to right: 


Associnted 


Monier, of San 
Davis, of Dallas, member 


Antonio, secretary of State 


of Dallas, member of the convention 





Plumbers 


of the Convention Committee; 


committee; Joseph Netzer, of San Antonio, State 
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Lincoln, Nebr., 
meeting at the Chamber of Commerce in that cit) He 
urged co-operation between plumbers and credit n 
**Watch is a slogan which has much to 
do with the success of any man in business,’’ the speaker 
that character has well been 
“the diamond which all other 
Mr. Thomas declared that “this is indicated by the little 
Character is determined by the develop- 
ment of integrity. Gambling, one 
of the faulty character, is not 
always evidenced by poker chips and the dice box.” 
Declaring that plumbers often times make a gamble 
“One of the pernicious gambling habits in the 
jobs without the 
handle 
better for a 


Master Plumbers’ Association at a recent 


vour credit,’ 
declared Emphasizing 


defined as cuts stones,” 


things in life 


habits, honesty and 


vicious habits showing a 


he said: 


plumbing trade is the taking of big 


and capital to them 


profit It is far 


proper equipment, ability 


intelligently and with a 
operations to his 
fair price, than to 


risk is too great to as 


plumber to confine his 
smaller 


where the 


retail own 


territory on a basis, at a 
eek other pastures 
sume.” 

Mr. Thomas stated that men profit by the reputation 
they build up in business for integrity and truthfulness 
well to remember this in advertising 
many other little details of business life, 
plumber and job- 


Plumbers will do 
as well as in 
he added 


ber alike, he said. 


This applies to the retail 


retail plumber, 
that the 
method which is getting the best results is that of using 


done by the 
Lincoln Association 


Speaking of advertising 


Mr. Thomas .advised the 


collective displays in newspapers. 





The swimming pool in Saucon Park, Bethlehem, Pa 
is nearing completion. 
Fort 


Was opened to officers and 


Houston 
enlisted 


A cantonment swimming pool at Sam 
San Antonio, Texas, 
May 1 


is considered one of the best 


men on This pool is the largest in the city and 


2 OF 


of Texas, held recently in Dallas.—Top row, reading from 


Benning, of Dallas, State Association director; Jos. E. Fisher, of Houston, State Association director: 
Association; J. O. Montrief, of Fort Worth, National Association director; 


W. E. Bush, of Lubbock, State Association director.—Front 


. D. Royse, president of the Dallas Association; John J. Vogelpohl, Cincinnati, Ohio, president of the 
National Association of Master Plumbers; R. G. Thomas, of San 


Antonio, president of the State Association; M. W. Levy: 
Association director 
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Sullivan, charter member of the Texas Association and 
first National delegate from Dallas; T. L. Benning and A. S. 
Johnson, both of the Convention Committee; all of 
Texas, at the annual convention of the 
Plumbers of Texas, held recently in 


Associated Master 


Dallas, Texas 
AT THE EX- 
AND 


PLUMBING AND HEATING EXHIBITS 
POSITION OF ARCHITECTURE 
ALLIED ARTS 


April 20 to May 2, thou 
their way through 
New York City, 
the largest 


the 


the weeks, from 


interested 


During two 


spectators made 
Central 
ealled 
ever 


sands of 


four floors of the Grand Palace, 


devoted to has been one ot and 
shows of its kind 
Architecture and Allied 
the joint management of the American Institute of Archi 
New York, and at 


decorating 


what 


finest staged, Exposition of 


Arts which was conducted under 


tects and the Architectural League of 


nearly phase of building, and 
furnishing was represented. 

Exhibits devoted to plumbing and heating supplies and 
the 
were continually crowded, and those in charge were kept 


the the 


which every 


accessories were so effectually displayed that booths 


busy explaining merits of various articles on 
display. ; 

American Radiator Company's booth, with separate dis 
plays of the ‘‘Corto”’ the ‘heat 


each shown in a specially arranged setting, 


radiator and machine,”’ 


drew murmurs 
of marked appreciation from all passers-by. Considerable 


attention was also given the model house with copper roof 


and trimmings, over which a storm scene was enacted at 
regular intervals by a stage lighting arrangement, ex- 
hibited by the American Brass Division of the Anaconda 


Copper Co. 

Crane Co. received many visitors at its model bathroom, 
in the center of which was placed the famous ‘“‘plate glass 
shower.” A. F. Curtin Valve Co., of Medford, Mass., 
showed a variety of its noiseless water closet tank fittings. 

The Duriron Co., of Dayton, O., 
display of its products. 

EverHot Heater Sales 
EverHot gas water heaters. 
_ Decorative effects the 
of the exhibit of the Eagle-Picher Lead Co., 
of the ‘‘Eagle”’ roof flange. 

Jenkins Bros. had an interesting set-up of glass tubing, 

Jenkins inserted at 
line. 

Johns-Manville, Inc., showed many products in a booth 
manufacture The 


had an interesting 


Corp., of New York, exhibited 


for home formed a great part 


with valves various intervals along 


the 
made entirely from materials of its 
new ball radiator trap was of special interest. 
for a 
picture 


the Kohler 
enameled 


long time at 
with its 


Many visitors stopped 
booth, 
ware 


which made a 
and beautiful furnishings. 
fixtures, the Kohler automatic electric plant was 
Kohler Co. feels very proud of the facet 
Arthur 
which 


snowy 


Besides bathroom and 
kitchen 
also displayed. 
that the 


Administration 


for its new 


the 


paintings by 
Building, 


mural Covey 


were on display at 
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123 Years Old— Founded 1802 


Range Boilers 
Riveted 


Welded 
Sure-Tite 


Copper-Brazed) 


Wm. B. Scaife & Sons Co. 


Pittsburgh, Pa. 


When Ordering Vavles 
—Say “HAMMOND” 
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You will find them stronger and 
more carefully made than the 
ordinary radiator valve, yet priced 
low enough to be used on almost 
any installation. Your jobber will 
be glad to furnish you with HAM 
MOND Valves for all steam and 


hot water radiation purposes 


wie"e"s e's eee eee eee 
HAMMOND BRASS WORKS 


Indiana 








Hammond 





() 


SYPHON AIR VALVE 


Embodying Dole Thermostatic Principles 


Quality materials and workmanship 

proven efficiency of operation—special Dole 
thermostatic principles—these are the fac 
tors that make the Dole Syphon Air Valve 
in great demand all over the United States. 


a lower price, 
detailed 


valve at 
print showing 


Chicago, Ill. 


“If you wanta better air 
send for our diagram blue 
specifications.”’ 


The Dole Valve Co., 


1923-33 Carroll 
Avenue 















Pat. Pend, 


“O-E" Perfect 
Ball-Check Waser 
Seal Union Elb: 
- Adjustable 


Air Vent. 


The Thermos Bottle 
Principle Applied 

to Heating Systems 

One of three simple fittings that enable 

us to apply the Thermos Bottle Prin- 


ciple to heating systems, keeping the 
radiators hot long after the fire im the 





boiler is banked. Not only is the 
O-E “3 in 1” System efficient, eco- 
nomical and flexible to meet conditions, but 
the expense of installation is nominal as com- 


™ ; 
pared with results. 


Send for Booklet A 
~ ~*~ 


AS 


O-E Specialty Mfg. Co. 


10 Keefe Ave., MILWAUKEE, WIS. 














Top View “MOR-SEAL” 
THE CLEANER CLOSET 

Illustrating in e clear distinct 
manner the complete absence of 
soiling — in the “MOR- 
SEAL” closet 

Note the genghens absence of 
the Soiling Hump on upper trap- 
way also the large water surface. 


It is Cleaner. 
Ask your Jobber for it. 
Made of Castex Whitest Vitre- 


ous China. 








cH ICACO POTTE RY co. 


1924-40 CLYBOURN. AVE. CHICACO. ILL 















GREASE AND GRIEF 


Ganene, fo oi chant to te seeper glam, but 
when it gets mixed with water and into 
the drain pipes and sewers, there’s no end 
of trouble. 


An Estabrook Grease Trap 


will do eway with al) the annoyance and 





perenne work depends on depth of trap. 
Send for catalog 


R. ESTABROOK’S SONS 
ist and C Streets 
SOUTH BOSTON, MASS. 











OMPLETELY concealed when 

installed. E-Z HANGERS 
provide a neater, better-looking 
installation 


Write for ALL the advantages 


HEALY-RUFF CO. 


770 ees Avenue 


ST. PAUL MINN. 


Style R 





Makes an automatic storage gas water heater of any 
heater and range boiler. 


Absolutely positive. 
Endorsed by leading engineers. 
Used exclusively on Sands Storage Systems. 


Ask your jobber or write for folder. 


The Sands Mfg. Co 











- = Cleveland, Ohio 
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yposition, won first prize on the opening night of 
large exhibit 
Leo Flush Valve Co., of New York, demonstrated 
rious applications of its flush valve at its booth 
A decidedly 


“living-room booth” of the 


home-like and cozy atmosphere was created 
Minneapolis Heat | 
ulator Co., Minneapolis, Minn 

home 


booth of the 


The use of lead in decoration for the was show! 


National Lead 


in considerable degree at the 


The National 
display of its welding 


Tube Co. devoted its exhibit mainly t 


scale-free pipe, and various stages 


of its manufacture 
Many uses for fibre screw anchors were demonstrate 
it the booth of the Rawlplug Co. of New York City 


Various types and sizes of Ruud water heaters were 


hown by the Ruud Mfg. Co. of Pittsburgh, Pa 
New York, 


warm air furnaces, water 


Richardson & Boynton Co. of showed an 


imposing array of boilers 


heaters and gas ranges 


Standard Sanitary Mfg. Co. had several booths, each 


irranged as a model bathroom, differing in size and ar 
rangement, but all equipped with its enameled ware and 
fitting 

vlight Co., Ine., of 


exhibited a variety of its 


The Superior Sk Astoria, L. I., N. Y 


products, including roof drains 


trainers, skylights and leaders 
Thatcher Co., of Newark, N. J., had an exhibit devoted 
mainly to gas ranges and boilers 


China drinking fountains of 
display of the Halsey W. Taylor Co., of Warren, O 


various types formed tl 


A boiler, with a mirror underneath to show operation 
held the attention of many at the exhibit of the U. 8S 
Radiator Corporation, of Detroit, Mich 

Both the Walker dishwasher and dryer and the Walker 
dishwasher sink, shown by Harvey Brett, New York dis 


tributor attention 


Walworth Mfg. Co., of 


received considerable 


The exhibit: of New York, in 


cluded water heaters from the Stack Heater Co., of Bos 
ton Viass 
Warren Webster & Co., of Camden, N. J., welcomed 


numbers of heating men at their exhibit, and great interest 


centered in the panel board showing a radiator return 
flow set-up 
Expansive screw anchors were shown by Ackerman 


Johnson Co. of Chicago 
A. H. Wolff Gas Radiator Co. of New York, 


booth to the gas boilers manufactured by 


aevoted its 
American Ra 
diator Co 

and “Crane” 
equipment at the 
Manufacturers 


A Speakman shower, “Standard,” ‘‘Kohler” 
part of the bathroom 


Associated Tile 


formed 
exhibit of the 


fixture 
This in 


terested many visitors 


BOSTON HOLDS HOME BEAUTIFUL EXPOSITION 


At the Home Beautiful Exposition at Boston, April 
25 to May were included exhibits by The American 
Oil Heating Corporation, Ballard Oil Burning Equipment 


Co fjetter Heating Service Co., Boston Plumbing & Light 


ing Supply Co., Federal Oil Heating Co., 


Co Holland 
Furnace Co 


Glenwood Rang¢ 
Ideal Stove Top Co., Magee 
Pratt Mfg. Co., Socony Burner 
Jurner Co. and Beaton & Cadwell Mfz 


Furnace Co., 
Walker & 
Co., Vulean Oil 


The new public comfort station at Uniontown, Pa 


now completed 

City, N. J., is asking new 
to be 
Boardwalk 


Ventnor bids for the cor 


struction of a comfort station located on the cor 


ner of Somerset street and the 
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NORFOLK ASSOCTATION HOLDS FIRST ANNUAL 


BANQUET 


The first annual banquet of the Master Plumbers’ As 
ciation of Norfolk, Va., was held April 29, in the ball 
room of the Hotel Southland Among the guests were 
(ity Manager Causey, President Thompson of the Cham 
ber of Commerce, Plumbing Inspector Orr, Colonel Bor 
land, director of public safety; T. G. Rydingsvard, super 
intendent of vocational education; W. H. Taylor, direc 
r of public works; Dr. P. S. Schenck, health director 
nd B. G. Tunstall, city treasurer Music was furnished 
by Montagna’s Novelty Entertainers Hon. Wm. H. Sar 
geant, Judge of Corporation Court, and Dr. Alexander 
Carr, of Chicago, educational director, American City 
Bureau, addressed the guests After a program of en 


tertainment, dancing was enjoyed The entertainment 
was enthusiastically received, and the affair was very 
vratifving to those who arranged it 
BINGHAMTON, N. Y¥., ASSOCLATION HONORS 
MEMBERS 
On Tuesday evening, April 28, the Binghamton Asso 
ciation of Master Plumbers held a very enjoyable dinner 
dance party at the Elks Club Roof Garden in honor of 
two of their members recently elected officers in the 
State Association, President Alex. Auchinachie and Se¢ 
retary Thos. J. Cronin. There were sixty guests at the 
party. The room and tables were tastefully decorated 


for the occasion. Chorus singing was led by Paul Sprout, 


one of Binghamton’s finest singers. The toastmaster was 


Kk. Folley of the Binghamton Association, and responses 
were made by Mayor Guiles, Mr. Wiles of the Bingham 
ton Chamber of Commerce, State President Auchinachie 


and State Secretary Cronin 


The committee in charge was W. S. C. Smith, E. Folley 
and Chas. H. Hakes. 
Several guests from Elmira, Syracuse and Buffalo were 


present, 


LOS ANGELES ORGANIZATIONS APPOINT JOINT 
COMMITTEE 


For the purpose of taking up problems which jointly 
confront members of the Los Angeles B. T. I Club 
and the Heating and Piping Contractors’ Association, a 


joint committee has been appointed which will meet once 
a week. E. W. the 
has been The 
G. W. and 

The 
W. 


secretary 


contractors’ 
5B. TT. Uv 
Charles 


Hokom, secretary of 


association appointed chairman 


members are Nunn, George Larimer 
W. Kennicott 
of F. J. Keeler, V. 


Mr. Larimer 


delegation 
May and E 
committee 


contractors’ is composed 


Guercio, T W. Hokom 


of the 


Is 





Maine, and Mrs. 


of Portland, 
T. W. Kerrigan, of Lewiston, Maine, at the annual convention 


Mrs. and Mr. P. A. Mahoney, 


Master Plumbers’ Association, held recently in 


Lewiston, Maine 


of the Maine 
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Clean— 000, 
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water 
first 


I come out from the 
as the day I 


‘‘Do you know Bill Bead ? 


every time as clean and sanitary 


took hold, no matter how much soap or grease there is 
My smooth round surfaces of solid nickel silver give no 
for 


and lavatories 


equal BEAD for 


resting place for sediment or dirt 


trays, and tubs there is no chain to 
Bill Bead 


cleanliness.”’ 





The Bead Chain Manufacturing Co. 
Bridgeport, Conn. 


Canadian Representative Stanley Brock, Ltd., Winnipeg 








Are You Cashing In 


on the 


Johnson Gas Lighter 


ce and easily 
a money making 
er gets out of 


If not, you are missing some mighty 1 
made profits. The JOHNSON 
and satisfaction giving device which nev 


order, is fully guaranteed and has been approved by 
the Underwriters as being absolutely safe Every 
user of a gas heater needs the JOHNSON Lighter, 
and the price is right Why not get your share of 
this fine business? Start TODAY 

Write us for literature. 


Then order from your jobber 


Sprrereearrreretare ttre ittti 
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Johnson-Murphy Co. 
10226 Woodward Ave. 
Detroit - - Michigan 
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UNCONDITIONALLY GUARANTEED 


>ARROW > 


TRADE MARK 
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PNEUMATIC—STORAGE—SPECIAL 


Black or Galvanized 
The Novelty Steam Boiler Works Com 


ny 
Factory, 917-929 S. Howard St. mercer: gm 











Haas 


Flush Valves for use in combination with 


all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply 


Water Closets for every type or class of 


service. 


Frost Proof Closets. Direct flush 
or after flushing. 


Write for catalog. 


Philip Haas Co., Dayton, O. 











WY |imeacen— 


Mi lis 


‘ 


Made in three 
styles This 
type hangs ail 
standard leg 
less column 
radiation 
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Adjustable Pressed Steel 
RADIATOR 
HANGER 


All Steel Construction 


No cast or malleable iron 
parts. Nothing to break 
when installing or shipping. 
How about the ones you 
are now using? 
Ask your jobber or write us 
Carty & Moore Eng. Co. 


611 W. Larned St. 
DETROIT t+: MICHIGAN 














320 W. Illinois St. 











A rubber stopper is a comparatively small item— 
yet the difference in price between a quality product 
and the ordinary variety is so slight that it doesn’t 
pay to sell the latter. 
Rubber Stoppers are the quality kind and have the 
post moulded in so that it can’t pull out. 


Tell your jobber you want ‘“‘Lucky Strike’”’ Solid 
LAVELLE RUBBER COMPANY 


“Lucky Strike’ 
SOLID 
BASIN AND BATH 
STOPPERS 


“LUCKY STRIKE” Solid 


CHICAGO 
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SPRINGFIELD, MO., ASSOCIATION ELECTS OFFICERS 


At a regular meeting of the Springfield, Mo., Asso 
tion of Master Plumbers held recently, the following 
officers were elected for the ensuing year: M. S. Her 
halser, president; Harry Schurer, vice-president; C. ID 
Dunlap, secretary, and CC. E. Cook, treasurer. Also 
following were elected to the board of trustees: T. E 
Henderson, C. A. Wood, A. B. Utley 


SAN FRANCISCO AUXILIARY HOLDS PARTY 


Members of the Ladies’ Auxiliary of the San Fra: 
cisco Master Plumbers’ Association held a whist pai 
at the Master Plumbers’ Hall on Saturday evening, April 
25 Prizes were awarded the winners, and a large nut 
ber was present After the card party refreshments and 


dancing were enjoyed 





The Mahoning Valley Master Plumbers’ Association's new 
: home, in Youngstown, Ohio 


NEW ASSOCIATION FORMED IN SONOMA COUNTY, 
CALIF. 


Sonoma County declares that Marin county shall ‘hav: 
nothing on it’? because of the formation of its Master 
Plumbers’ Association. At a well attended meeting held 
April 16 in the banquet hall of the Hotel Occidental, 
Santa Rosa, Calif., there was formed an association of 
master plumbers of the county. The State Association 
was well represented by State President H. G. Newman, 
Wm. P. Goss, a member of the State Executive Board 
and Ffeld Secretary C. C. Newkirk. 

Despite the fact that many of those present had a 
long drive in the rain they were most enthusiastic and 
were determined to improve the sanitary conditions in 
the summer camps along the beautiful Russian River and 
in many other of Sonoma’s outdoor resorts. The need 
of sanitary plumbing ordinances especially in some of the 
good sized corporations, also the need of revision and 
enforcement was given considerable time in discussion, 
with the result that committee action will arouse publi 
sentiment in favor of the proposec improvements. 

The officers elected for the ensuing year are: P. A 
Van Bebber, of Petaluma, president; G. Metcalf, of Sebas 
topol, vice-president; O. C. Hughes, of Santa Rosa, 
secretary and treasurer. 

The following is a list of those taking an active part 


in the meeting: E. Peterson and G. Marcev, of Sonoma; 


F. Hoirup, P. A. Van Bebber, E. Hobbie, A. M. Anderson 
and C. O. Jones, of Petaluma; W. D. Callahan and E. G 
Metcalf, of Sebastopol; J. C. Mailer, A. F. Todd, G 


| Mitchell and QO. C. Hughes, of Santa Rosa. 
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Swimming - Pool News | 


rhe legislature of Montana made an appropriation to 
cover the cost of construction of a swimming pool in the | 
gymnasium of the Montana State Normal College, Dillon, | 
Mont., and bids are now being received for its construc- | 
tion. 

A municipal natatorium, 100x208 ft., is to be con- 
structed by Richmond, Calif., at a cost of $85,000. } 

The Valverde Corporation, Riverside, Calif., is having | 
plans prepared for a swimming pool and locker building. 

Wm. L. Harrison, city commissioner of Birmingham, 
Ala., is interested in the development of a municipal golf 
course and play ground, to include a swimming pool. 

The Delta Council of Boy Scouts of America, Clarks- | 
dale, Miss., is planning the construction of a swimming 
poo] at its camp. 

The Park Board of Baltimore, Md., of which Wm. I. 
Norris is president, will have a 180x280 ft. swimming 
pool constructed in Riverside Park. 

A concrete swimming pool is being contemplated for 
Fayetteville, Ark. 

Haywarden, Iowa, is to have a new swimming pool to 
be financed by a local bond issue. 

A concrete swimming pool 60 by 120 ft. will be built 
at Indian Springs Resort, Jackson, Ga., in the near future. 

American Legion Post No. 312, St. Charles, Mo., is 
contemplating the construction of a municipal swimming 
pool as a memorial. They have about $5,000 and it is 
thought the city park board will contribute funds to make 
possible the construction of an adequate pool. 

Work has been commenced on a new swimming pool 
in Tiger Valley, Olyphant, Pa. Sweeney Bros., of Scran- 
ton, Pa., are the contractors, and the pool will 
$65,491.10. 

A contract for the erection of a $200,000 swimming | 
pool, tea room and promenade pier the beach 


cost 





at 
Vancouver, British Columbia, has been awarded to Har- | 


rison & Lamond of that city. | 
The Boy Scouts of Charleston, Miss., are building a | 


large dam at their camp at Tallaha Springs, by which 
they will be able to have a swimming pool. 


on 


Work on the new swimming pool for Merrill, Iowa, has 
been begun. 

Stakes have been set and work begun on the 
swimming pool in Riverside Park, Sioux City, Iowa. 


new 

















Interior of the Mahoning Valley Master Plumbers’ Associa- | 
tion's new headquarters at Youngstown, Ohio 
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Gerstein 


Cisternand Riveted 
Pressure Boilers 


can be described in one 


word 





Everlasting 


They not only Jast but give continuous, satisfactory 


service. : 
Made in any size, pressure or capacity desired. 


eT De LUE IUIDe UL e ULL ued 


Write for details 


| Gerstein Bros. & Cooper 
Coppersmiths 
1-3 W. Third Street So. Boston, Mass. 
iMRI 
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NoCoils to Burn 
Out or Clog 


The Turner No. 66 Plumbers’ Furnace has special 
composition cast bronze Burner and patented Heater Plug 
that perfectly gasifies present-day gasoline or kerosene, 
roducing more heat ban less fuel. Patented Bronze 
Goider eliminates unnecessary openings in tank. Auto- 
matic safety Valve prevents bursting pressure. Welded 
steel Tank, copper-plated inside and out. Perfect service 
in wind, rain or coldest weather. FEARLESSLY GUAR- 
ANTEED. Send for late catalogue. 


( TURNER BRASSWORKY ) 


Lincoln St. Sycamore, Ill. 
& New York—The Turner Brass Works, 108 Charlton St, 


World’s Largest Exclusive Manufacturers of Blotorches, 
Fire Pots, Brazers. 





No. 6 7 pint capacity 








No Floor 
Fastenings 
Necessary 


The position of the legs 
is such that it stands 
firmly without fasten- 
ings — yet even close 
nipples can be cut and 
threaded quickly, easily 
and without skinned 
knuckles. Weighs but 
pounds and has no 
loose parts to adjust. 





Portable Vise Stand 
and Pipe Bender 


MARTI 


10 DAYS FREE TRIAL 


H. P. Martin & Sons, 626 E. 2nd St., Owensboro, Ky. 





The Red Top Line 


Consisting of Cleanout Fer- 
rules, Test Tees, Floor Drains, 
Base Stack Fittings, Portable 
Vise Post and Bender, 
and Vise Bench handled 
by the leading jobbers 
from coast to coast. 








S Base Stack 
ittings 2° and é" 
sizes. 


QS SANITARY MANUFACTURING CO. 
411 West 5th St., Waterloo, lowa 
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The Grease Trap of No Regrets 


The first cost of a Dehn’s “AcmE” Double Trapped 
Water Cooled Trap is the last. Once installed it func 
tions with a degree of efficiency which is a delight to the 
owner and a real boost for the man who recommended it 
The cold water completely surrounding the body chills 
the grease as soon as it leaves the sink, brings it to the 
surface and makes its removal a simple matter 


i 


LS 





You can’t go wrong on a Dehn's “AcmE.” It gets 
results every time and all the time. Write for litera 
ture showing a suitable size for every job 


COMPOUND INJECTOR & SPECIALTY CO. 


419-421 D N. Laramie Ave., Chicago, IIl., U.S. A. 


Originators, Designers and Sole Manufacturers of 


wu 1897 [EHNSANIGART) 1925amE% 
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You Can Guarantee Satis- 
faction When You Install 


SERINITE 


RIVAL OF THE CLOUDS 


Trane maer 


Nature’s Water Softener 
Copyright 1920 by the Refinite Co. 











LJ 


Connected to the water supply line 
Rerfect Soft War Refinite makes all water passing through 
it as soft as rain, but better because it is 
pure and uncontaminated. Requires 
l practically no maintenance after in- 
| | stallation—the water softening mineral 
| ||| | “Refinite” lasts almost indefinitely—it 
{HH being only necessary to dump a few 
| 
| 

Hi 
| 


Natures Water Softener 
ome oe 


HH pounds of coarse salt in through the top 
‘ occasionally. 

Wa Eight years of actual service under all 
sorts of conditions have proven its merit. 
There is always some one best thing in 
every line—in water softeners it is 


“Refinite.” Let us tell you all about it. 








REFINITE COMPANY 
Refinite Bidg. Omaha, Nebr. 
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A. C. Wateman has awarded a contract to G. H. Butler 
of 231 Herdon avenue, Shreveport, La., to drill one s:xit 
and one fresh water well to supply the swimming pool 


now under construction for an amusement park. 
Natchez, Miss., contemplates several improvements to 
Duncan Park, including a swimming and wading pool. 
Fredericksburg, Tex., will construct a swimming pool 
in the near future. 
Centralia, Mo., contemplates 


improvements to City 


| Park, including a swimming pool. 





Immediate action is being planned for the construction 
of a swimming pool at Monson, Mass., to be built on 
the town athletic field. It is expected to have the work 
completed in time for the outdoor swimming season 
Ga., has floated $35,000 build 
a public swimming pool. 


Tifton, Ga., has sold $10,000 worth of bonds to 
prove the parks and build a swimming pool. 


San Francisco, Calif., boasts of one of the largest, 
if not the largest outdoor swimming pool in the United 
States, and probably in the world. The pool is located 
at the new Herbert Fleischacker playground just a stone's 
throw from the Pacific Ocean. It is 1,000 ft. in length 
and 159 ft. in width, containing 5,500,000 gallons of 
salt water pumped from the ocean. The National A. A. 
U. swimming meet was held there in the latter part of 
April. Of interest to the plumbing and heating frater- 
nity is the fact that the water in the large tank will 
be heated to make it suitable for use all the year round 
Large cast iron boilers fired with oil will heat the water 
as it is pumped from one end of the pool and circulated 
through the boilers back into the pool through a num- 
ber of outlets at different points. This is said to be the 
first time such a large volume of water will be heated 
in an outdoor swimming W. J. Turner Co., of 
San Francisco, installed the heating equipment. 


This &? That, Here &T here 


A Protestant Orphans’ Home will be 
Antonio, Texas, on Bandera Road. The general contract 
has been awarded to Ed. W. Oeffinger at $133,750. Adams 


Montezuma, bonds to 


im- 


pool, 


erected in San 


| & Adams, Gibbs Building, are the architects. 





A dormitory building will be built for the Lady of the 
Lake College, San Antonio, Texas. It will be a five-story 
building of brick and reinforced concrete 
and will cost approximately $150,000. The contract 
been awarded to A. W. Fuessel. 


construction, 
has 


The First Christian Church, of Corpus Christi, Texas, 
will erect a one-story auditorium and a Sunday school 
building to cost $60,000. Ralph H. Cameron 
the architect. 


about is 

Units 3 and 4 of the Kallison Store Buildings, South 
Flores street, San Antonio, Texas, will be erected at an 
approximate cost of $75,000. Harvey P. Smith is the 
architect. 


A grammar school will be erected in Donna, Texas, at 
a cost of about $135,750. The contract has been awarded 
to R. W. Biggs & Company, Pharr, Texas, at their bid 
of $69,900. 

W. R. Boyce will move his plumbing and heating busi- 
ness to the brick building at 125 North Railroad street, 
Conway, Ark., having purchased the building. 


R. J. Holzer, of White Plains, N. Y., has moved his 


plumbing shop from Grove street to his new location at 
27 Brookfield street. 
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Bennett, merchant plumber in Indianapo- 
covers the greater 


office of CC. M. 


rhe 


lis, Ind. His shop is in the rear and 


part of two city lots 


awarded the plumbing 
building being 
the corner of Texas avenue and Fannin street, 


George Robischung has been 


contract on the new Post-Dispatch now 


erected at 
Houston, Texas. 
TT, &. 


awarded 


Ohio, have been 


heating plant to be 


Co., of Oberlin, 
$230,000 


Murphy & 
the contract for a 
in Ashland, Ohio, 
with a new school house. 


erected this summer in connection 
The Chicago, Burlington & Quincy Railroad will soon 
construct a new station to $125,000, at 
McCook, Nebr. 
Ralph D. Evans, Ness Building, Salt Lake City, Utah, 
has been awarded the plumbing and heating contracts on 


cost about 


the Sunnyside school. 








The ARISTOCRAT 
Built-Well’s New Walnut Seat 











Built-Well 
V-Lock Joint and 
Double Doweled 


Construction 


The good reputation of a product 
is like the good reputation of 
man. It is built up only by 
hard work and integrity over a 
period of time. By having an 
ideal and working to it. A good 
reputation is hard to obtain and 
easily lost. That’s why we will 
not reduce our quality, therefore 
cannot reduce our price. 


Built Well Gg. Co. 


1458 W. KINZIE ST. 
CHICAGO 





Patented 
Sectional view of 
joint turned up 


down to 
show how dowels 
are inserted from 
bottom. Mois- 
ture only makes 
them tighter. 


side 











Write for catalog showing our full line of seats. 


"AMERICAN 


VALNUT 


The Mark of a 
Better Seat. 
























No. 13 Serpentine 
with Ko. 350 Hinge 
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The Strumquist Engineering Co., of Albuquerque, 
N. Mex., has been awarded the plumbing and heating 
contract on the Harwood School for Girls, which is soon 
to be built The contract amounts to $16,648 


B. Grunwald, Inc., Omaha, Nebr., has been awarded the 
plumbing, heating and ventilating contract on the addition 
to the Minne Lusa school in that The 


amounts to $15,165.10. 


city contract 


Martin Woods & Son, Memphis, Tenn., have been 
awarded the plumbing contract, and The Fischer Heating 
Co, secured the heating contract on the first unit of the 
St. Patrick Parochial School, at Linden avenue and Fourth 
street, Memphis. 

On Tuesday, April 28, F. A. White, of “Domestic Engi 
neering,”’ spoke before the Sciots’ Luneheon Club, of 
Oakland, Calif., on the “Story of the Bath.” The Cali- 
fornia Sanitation Development League through its speak 
ers’ bureau is furnishing speakers for various luncheon 


and service clubs throughout Northern California 


The contract for plumbing and heating the new 
$150,000 high school building at Morrilton, Ark., went 
to W. W. Boyce, of Conway, at his bid of $13,000 

Lee Warnack has let the contract for the construction 
of a swimming pool in connection with a tourist camp 
at Ozark, Ark. 

Citizens of Columbia, Mo., propose to build a large out- 
door swimming pool, three acres of land having been 
purchased as a site. The pool will be 100x130 ft. and 
will range in depth from 18 inches to 8% ft It will 
be heart-shaped, tapering from its wider and shallower 
end to the deeper end, where there will be two diving 
boards. A filter house equipped with three 60-inch con 


tinuous filters will be installed 





Every Essential for Highest 
Efficiency is embodied in 





Water 


Heaters 


The advantages of steel heat- 
ers over cast iron are too well 
known to require emphasis. 


WILKS Heaters are con- 
structed of best quality steel, 
strongly riveted and calked. 
Will not crack or leak. Water 
circulates in vertical direction 
—the natural way for heat to 
move water. 

Made in a wide range of sizes — 
from the small surface burners to 
large self-f t . You'll 
find them suitable for any job. 
Write for catalog covering the 
WILKS line of Water Heaters, 
Garbage Burners, Garage Heat- 

ere, and Steel Tanks for 
Bvery Purpose 


S. WILKS MFG. CO. 


3517 Shields Avenue, Chicago, III. 


EDWIN W. SEDGWICK HARRY M. SEDGWICK 
President Sec. and Treas. 
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There's only one 
CROWN Post Vise 
—it'’s Patented. 


Crown Post Vise 


It’s more than a tool. It’s an 
investment that makes money for 
you by saving you the time you 
now spend unprofitably in the 
tedious job of getting your old- 


fashioned vise set up. Get a 
CROWN be modern save 
money. 


Use CROWN DIES in your Stocks 


Crown Die & Tool Company 


2634 North Keeler Ave. 


Why Not 
Try One? 


It's the plumber with the most 
modern, labor-saving equipment that 
does the best and fastest work—and 
makes the most money. And when 
it's a fact that the CROWN POST 
VISE saves hours of time—don’t you 
think you owe it to yourself to try one? 


Order One 
Today! 


CHICAGO, ILL. 


CROWN No. 4. Box Stock 
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< The Very Latest Rainbow 

> Fixture 

% (Patents Pondine) C 
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C oF Badger Expansion *™.’ 
'¢ SD Joints meet the 
> «| | many changes in 
@ » temperature, which 
" >| cause material 
@ D-477 New Model Hy changes in length 

( . | team, J , 
NS The advantages of this new “Rainbow Fixture » and other pipe lines 
ie are in the upper controlling valves, which are specially <4, pipe joints from 
\@ designed, to match position of the lower Basin > work loose and 
@ Cocks,*which admits of the user getting in very close » yo the Bt- 
% to shampoo the head. jaa >) ing fractured, due 
"e They will’fit under a shelf or yer tang go and >" to expansion 

% especially appeal to apartment dwellers and owners <4) 

« J ode residences. This fixture also looks well on », E. B. BADGER 
C Pedestal Lavatories. The lower Basin Cocks are quick 9» | & SONS CO. 
4 compression. a‘ 78 ty ae 
% For Sale by all Jobbers <4) BOST nt ; . 
4 STREET & KENT MFG. CO. » a ae 
% 1954-64 Clybourn Ave., CHICAGO, ILL » Canada Cement Bldg. 
% Manwfacturers in Chicago since 1888 » 
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Mention Domestic ENGINEERING when writing advertisers. 
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A new class in blue print reading and mathematics | 
for plumbers was recently started in the Trade high | 
school, Eighth street and Grand avenue, Los Angeles, 
Calif. 


The A. E. Olson Plumbing & Heating Co., of Colorado 
Springs, Colo., is planning the erection of an office and 
shop building at 118 North Weber street. 

The V. J. Hagan Plumbing Co., Sioux City, Iowa, will | 
install plumbing and heating systems in the new build- 
ing of the Sioux City Tribune. 

H. W. Brooks has been appointed consulting engineer | 
for the Fuller-Lehigh Co., Fullerton, Pa He was for- 
merly associated with the section of the U. S 
Bureau of Mines at Pittsburgh, Pa. 

W. D. Graham, formerly proprietor of the W. D. 
Graham Co., Rochester, N. Y., has been appointed man- 
ager of the Cleveland office of the York Heating & Ven- 
tilating Corporation, Philadelphia. He will assume his 
new duties on May 15. Mr. Graham has also seen serv- 
ice with the Buffalo Forge Co., and was recently in charge 
of the Rochester office of the B. F. Sturtevant Co. 


fuels 


The Lieber-Zipsie Co., Freeport, Ill., has been awarded 


the contract for the plumbing and heating in the new 
$70,000 home for the aged to be built in Freeport. 
William F. Bickel, 72 Elm street, Stamford, Conn., 


master plumber, has filed a voluntary petition in bank- 
ruptcy listing liabilities as $8,906 and assets as $5,265. 

The partnership operating under the name of Welch 
& Carrington, master plumbers, Southington, Conn., has 
been dissolved, the senior partner, T. P. Welch, having 
purchased the interests of William J. Carrington. 

A. R. Bushon, of Kearney, Nebr., awarded 
the $15,845 plumbing and heating contract on the new 
$110,000 school building in Culbertson, Nebr. 

The Poe Piping and Heating Co., of Greenville, S. C., 
has been awarded the plumbing and heating contracts 
on six schools in the city of Birmingham, Ala., on a bid 
of $125,000. 

Carl Riggins, of Oconto, Wis., has been awarded the 
heating contract on the first unit of the new Junior high 
school in Rhinelander, Wis., on a bid of $21,800. 


has been 


JOHNSON MURPHY COMPANY } 
: % VT, Mien. | 


JOHNSON “et q | 
GAS LIGHTER 
FoR 








WATER HEATERS 








The exhibit of the Johnson-Murphy Company, of Detroit, 
Mich., at the Detroit Builders’ Exhibition, recently held in | 
the General Motors Building, Detroit, Mich, | 
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Johnson Burners 
make good 


Proven by twenty years’ success 
You get the benefit of our experience 


Simple to Install 
Burns the Cheapest Oil 
Plans and Directions Furnished 
Ask for latest bulletin, No. 28D 
—a valuable tooklet describing 


Johnson Improved Rotary Burner 
Type 22 f + Heating Plants 
Main Offices 
8S. T. JOHNSON CO. 
940-950 Arlington St., Oakland, Calif. 


Listed as Standard by 
Underwriters Laboratories . 


Live agents Wanted. 
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OlL STORAGE TANK UNDERGROUND 
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FITS ANY 
ANGLE ROOF 


The Overton Roof Flash- 
ing makes a joint both air 
and watertight, on any roof 
from flat to half pitch. 
Adjusts itself readily without turn- 
ing or twisting. Adaptable both to 
standard and extra heavy soil pipe. 
Approved by plumbing inspectors 
4% Pitch everywhere. 
Manufactured by 
Butler Manufacturing Company 
Minneapolis, Minn. 
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WATROUS 


Patent Plumbing Specialties 


Duo-Jet Closets and Flush 

Valves; Urinals, Self-closing 

Cocks; Liquid Soap Fixtures; 

Drinking Fountains, etc. 
Send for our Catalog 


IMPERIAL BRASS MANUFACTURING CO. 


510 S, Racine Ave. CHICAGO, ILL. 


MIDLAND 
All Lead ROOF 


One Piece 
(Patented) 


FLASHING 


Base heavier than four 
pound sheet lead and extra 
large. Heavy calking ring 
inside. No lead burned, 
soldered or any other joints to pull apart. Fits any pitch. 

Ask your jobber or write us direct for information. 


Midland Metal Manufacturing Co. 


KANSAS CITY MISSOURI 


MIDLAND METAL MFG, CO, 
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} Architect, R. E. Hart 
j Heating Contractor, Standard Engineering Co 


ig megaee one of the first cities to 
legislate against the smoke nuisance, 








| knows that ROYAL Down Draft Boilers are 
| smokeless. 

Year in and year out ROYAL Down 
| Draft Boiler No. S-549 serves the. Baptist 
Sunday School Board 
Bldg. smokelessly, inde- 


pendent of fring shill. 
Cheaper grade of 
soft coal is being used. 


















ee 
Cosy Cottage 
or 


Soaring Skyscraper 


ART & CROUSE COMPANY 
sig “i ICES 


Boston Detroit Philadelphia 
Chicago Grand Rapids Pittsburgh 
Cincinnati Milwaukee «St. Louis 
Cleveland New York Utica 


*Warehouse in connection 
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HESE slogans, “Time to Re-tire,” Uy ¢ | 

“It’s Toasted,” “Ask the Man = 
Who Owns One,” “After Every Meal,” “His Mas 
ter’s Voice,” “Children Cry for It,” “99 44/100 Per 
Cent Pure,” all bring to your mind some well-known 
product Why is it that you recognize these products 
by such abstract references? It isn’t simply because 
vou see them often, although that is a factor. But the 
fundamental reason is that the first or second time that 
you saw them they made a deep impression on your 
subconscious mind, and you could not erase this impres 
sion no matter how hard you tried. There is no doubt 
that a clever slogan attracts attention, and that the user 
will become duly prominent. Psychologists call this 
“common sense psychology,’”’ but we ordinary mortals 

are wont to label it “horse sense.”’ 

Did vou ever realize that the men who originated the 
ibove and many equally as famous slogans made thou 
ands of dollars by their use? By such a simple expe 
dient as getting the public’s attention, they have made 


names for themselves as well as for their employers 


Epigrams can be made to play the same important part 


in your advertising as these slogans do in their concern’s 
campaigns 

rather 
reading to 


when reading, 
stopped your 


Have you ever, come across a 
vleverly put little idea, and 
ibsorb it? If you have you know the secret of the sue- 
cess of the epigram in attracting attention. There seems 
little 
snatches of humorous bits of wisdom, 


advantage of this 


to be a peculiar turn in the human mind which 
naturally takes to 
and here is your opportunity to take 
quirk 

This epigram department is run for your benefit, and 
is a good chance to get some advertising that cannot be 
bought You will find after using them for some time 
that people will recognize you as an integral part of 
the community and new business will subsequently come. 

All that is necessary is a medium sized blackboard, 
chalk. With the blackboard 


in plain view, you will find that you will see the same 


and a piece of soft white 


people pass your shop day after day in order to see 
humorous philosophy. If you feel 
detract dignity of 
you might get one of these black felt boards 


with detachable 


your latest bit of 
that the 
your display, 


blackboard will from the 


celluloid letters. These are prominent 
and yet dignified. 

sjelow you will find this week’s quota of epigrams 
Get out the old board, wipe it off, and start the week 
ff right with one of these: 

Even Alexander did not get the earth until he was 
buried. 

7 7 * 

It’s not what a man owes, but what he pays that keeps 
him broke. 
* . * 


A politician seldom until the 


drops him. 


drops politics public 
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Don’t insist on hearing both sides of everything 
especially bass drums. 
J - * 


if a man has no temptations it’s easy to remain honest 
« . oe 
Money talks, and it usually has the best of an argument 
- * * 
The newspaper of the future will be issued tomorrow 
LOS ANGELES MERCHANT PLUMBERS ELECT 
DELEGATES 


Between fifty and seventy-five members of the Mer 
chant Plumbers’ Association of Los Angeles, Calif., are 
expected to attend the annual convention of the state 
association to be held just before the annual convention 
of the National Association of Master Plumbers, in Port 
land, Ore., June 23 to 25. The state association will 
meet June 19 and 20. 

Delegates to both conventions were appointed at a 


recent meeting of the local association. The following 
were appointed delegates to the state convention: L. Z 
Brown, V. H. Wise, Jr., Ray Younger, O. M 
W. E. Hersley, Louis Mellinkoff, A. E 
Haverty, W. A. Peet, Al Angarola, J 
J. J. O'Shea, E. F. Sherman, W. A. 
R. O. Roberts, W. D. Melville, L. F. Stoffer, G. W. Neal, 
Ed Henderson, H. Lohman, J. M. Eustace, G. C. Sutton, 
Chas. A. B. Lenz, C. G. Wilkinson, G. E. Howe, F. J 
Stokes, E. J. Carroll, L. P. Schmitt, J. G. Gray, H. R 
Fielden, Joseph Neuerbery, W. W. Brooks, J. 
M. L. Pellicciottee and W. K 

The following were appointed delegates to the national 
L. C. Brightwell, C. M 


sayvha, 
Gray, Thomas 
Kern, F. R. Brown 


Wunthe, O. Olsen, 


Hokom, 
Kopp 
Thomas 


convention: Swinnerton, 


IGHTON Unions save time, 
trouble and expense. Made 
in scientifically proportioned 


sizes, from the best malleable 
iron, with a brass seat secure- 
ly anchored by an overlapping 
shoulder of iron, they cannot 
work loose. TIGHTONS are 
built right to stay tight. You 
can pay more—but you can’t 
buy better. 


Order From Your Jobber 


Standard Union Zo. 


Winthrop Building, Boston, Mass. 
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Frank Tweedy and A. G. Grumaldi, both of New Orleans, 
La., and H. L. Schwan, of Biloxi, Miss., the new president of 
the Louisiana-Mississippi Master Plumbers’ Association.— 


this association's recent annual 
Mins. 


Irom photographs taken at 


convention in Biloxi, 


Haverty, E. F. Sherman, L. F. Stuffer, W. D. Melville, 


Cc. R. Hutton, W. W. Brooks, Joseph Neuerbery, J. Kern, 
C. G. Wilkinson, G. C. Sutton, G. W. Neal, J. G. Gray, 
KF. F. Stokes and L. Z. Brown 

The Stanton-Barnhart Co., of Johnstown, Pa Was 
the successful bidder on the plumbing and heating con 
tract in the Senior high school building in that city 
Its bid amounted to $102,000 

The plumbing and heating contract on the new addi 
tion to the New Mexico Military Insitute at Roswell, 
N. Mex., has been awarded to the Roswell Plumbing & 
Heating Co. in that cits 

Construction has been started on the new swimming 


pool planned for Broken Bow, Nebr 





MAGAZINE FEED 





Interior View 


Magazine can not burn out. No explosion of 
gases from overheated magazine. The coal is 
burned on the grate and not in the magazine. 


HERBERT BOILER COMPANY 
ROOT AND LA SALLE STS. CHICAGO, ILL. 
J. T. Blyth, 100 Standard Bank Bidg., OTTAWA, ONTARIO 
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BOILER SE-MENT-OL 


Repairs - Cleans 
Protects 


Cast Iron and Steel Heating 
Boilers 


REDUCE YOUR COST 





LIST PRICE 
1 Quart §$ 4.00 each 
4 lion 7.50 each 
Gallon 14.00 each 


Ask your jobber for the discount 


The Northwestern Chemical Co. 


MARIETTA, OHIO 

















Tank Fittings of Quality 
“McSHANE?’’ 


The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 


1856 1925 





its 
Catalog 


McSHANE 
BELL FOUNDRY CO. 


BALTIMORE, MARYLAND 











For testing and disclosing 
leaks in plumbing waste 
and vent systems. 


Will fill entire system with 
smoke without forcing seals 
of traps. Leaks immedi- 
ately located. 


Test Machine 









Height - - 15” 
Diameter - - 9” 
Weight - 15 Lbs. 


Simple and safe in opera- 
tion. As readily portable 
as a plumber's furnace and 
as indispensable in every 
plumber's outfit. 


Endorsed by Plumb- 
ing Inspectors and 
Sanitary Engineers 
everywhere. Send for 
descriptive folder. 


BAILEY FARRELL MFG. COMPANY 
PITTSBURGH, PA. 
Huntington, W. Va. Charleston, W. Va. 








(Make More Business ~ 


Suburban Homes, Camps, Schools Need Good Plumb- 
ing and Proper Sewerage Disposal. It's easy if you use 


A. San-Equip Septic Tanks 


made of 14 ga. Copper Iron,— 
welded, water tight and rust-proofed 
by Plastic Enamel melted on,—15 yr. 
service guarantee—perfect to a T. 
=~ Do = quick, easy job with this light 
< weight, compact sewage tank. 
rt Prices most reasonable. Order 
mS at our risk, giving jobber’s 
name, or ask for circulars. 


CHEMICAL TOILET CORP. 
2654 Liverpoo! Roed, Selina Sta. 
Syracuse, N. Y. 
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Bath a Day Movement 


Add two! Who will put copies in the schools of one more city 
so that we may chalk up 150 school systems in which enterpri ing 
plumbers have placed “The Story of 
the Bath’? Last week we spoke of 
the fact that the Scott Heating & 
Plumbing Company, Kelso, Washing- 
ton, had introduced “The Story” into 
the schools of that city; we failed to 
list also Longview, Washington, where 
the booklet was also placed by this enterprising firm. The Nov- 
elty Steam & Boiler Works, Baltimore, Maryland, during March, 
ordered a number of copies to go into the public schools there. 
The total is now 149. We are now just a little bit ahead of the 
increase of 25 per cent in the number of cities for the first 
quarter of the year. Keep up the good work. Remember we're 
going to double the number in 1925. 


tution. It has won the attention of, and been com- 


ik: Bath a Day Movement is an established insti- 
mented on, by publishers, 


educators, physicians, 


and many others who have recognized the soundness of 


association ought to swing in strong. 


this educational effort. 

The National Trade 
the month of June as the 
that will be the time when 


Extension Bureau has set aside 
“Bath a Day Month”’ 
every master and every 
The interest will 
be nation-wide. Window displays built by the Bureau 
will no doubt treat of the Bath a Day Movement. It is 
a time to push along the interest your community has in 


and 


| matters relating to good health. 


You cannot do better than to angle for inquiries 
that is, for requests for copies of “‘The Story of the 
Bath.” Place a copy of the booklet in your window 


and state that a copy will be furnished free on request 
In your newspaper advertising from now on offer a copy 
upon request. 

When requests are received, secure the name and ad- 
dress of the person making the request. Thus you 
will build up a mailing list composed of people intelli- 
gent enough to recognize the value of the educational 
matter you are offering. 

National advertisers spend thousands every year merely 
to produce inquiries. When a person has gone that far, 
they have really taken down the first bars of sales re- 
sistance. When they have read ‘‘The Story” they become 
convinced of the value of better bathing equipment. 
They are ready for your sales literature. 

June is the Bath a Day Month. Make it productive 
in your city. Order your copies of “The Story’ now— 
and of the helps—stickers, posters, window transfer 
signs—so that you may have a complete, forceful cam- 
paign of reminders. 





M. W. Levy and Andrew Shannon, both of Dallas, Texas! 
Cc. H. Mayer, secretary of the Houston Master Plumber®’ 
Association, and J. McGrath, of the Rand Manufacturing Co- 
Pittsburgh, Pa., at the annual convention of the Associated 
Master Plumbers of Texas, held recently in Dallas, Texas 
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PORCELA 


The Bath Tub Cleaner 


Contains no grit 

No acid. 

Keeps fixtures like new. 
Most contracting plumbers use 
Porcela and recommend it to 
their customers. 





With an expenditure of immense labor, unheard-of sums 
of money, over a period of thirteen years and six Sundays, 
Pipe Lines” has prepared the following compendium of 
iss less information It should prove of the greatest possi- 
ble assistance to those who have nothing else to do. If 
vou don’t see here what you would like to know, feel free 
to ask for it. We'll be glad to ignore all such requests 


If you haven't Porcela in stock, 
order from your jobber. Write 
i us for free sample can and de 


So great was the output of squeals at the Stock Yards, scriptive folder. 
in Chicago, Omaha, South Bend and Iceland, during the year 


1924, that statisticians, working day and night (one thou- PORCELA-RADAX Cw. 


sand pencil sharpeners were worn out during the collection 

of these figures), were forced to coin a new word. In NEW BRIGHTON, PA 
Chicago alone the output was 100 billion squeallions, Placed 
end to end this mighty concord of sounds would cause an 
eight-tube fretrodyne radio set to turn upon its transformer 
and bite it severely. 
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RIVERSIDE Refrigerator Drains 


Made of heavy cast iron and galvanized by the 
Hot Drip process. Positively rust-proof. 


A wildly enthusiastic populace went into a near-riot 
and hundreds of thousands of hats were destroyed dur- 
ing the delirious demonstration following the publica- 
tion of figures by the national chamber of commerce 
to the effect that the barley crop in 1924 exceeded all 
expectations. im 

The Scottish League of America reports that entire local 
chapters, numbering many thousands, gave up their lives in 
anguish when the National Cold Storage Society reported 
that of the three hundred billion dozens of eggs candled 
by members during 1924, one dozen was broken. Measures 
are being taken by the Scottish League to have such infor- 
mation suppressed. One more such blow and the League 
will be wiped out of existence. 


Has removable strainer which serves as cap for 
trap and seals against sewer gas. 


Tapped for 1%4-in. or 1'4-in. iron pipe. 


™ Write for Cata- 
i har», log 9 featuring 
“aN » entire line. 






RIVERSIDE FOUNDRY 
& GALVANIZING CO. 
30-31 501 Harrison Street 
7%ien. diam. KALAMAZOO, MICHIGAN 
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Immediately following the passing of the act by congress 
authorizing the secretary of agriculture to purchase land 
for “The Upper Mississippi River Wild Life Preserve,” ten 
thousand cabarets and all-night restaurants closed their 
doors, They are now preparing a ‘formal protest against 
government competition. 





Coolidge Economy 


| 
| 
| 
The President’s policy of economy as expressed in his 

——_ Message has been generally approved by the Country as 
During 1924, when the Ancient Order of Hibernians an- | sound and solid good sense. 


nounced a stiff reduction in dues, the organization experi- | an . : . 
And it is this very brand of economy that Duriron acid- 


enced a tremendous increase in membership. It is understood | A A - 
proof drain pipe effects wherever acids are wasted. 


that most of the new members are hushands of the bargain | 
hunting species of femininity, who could not pass up the If other pipe is installed it eats out quickly; when Dur- 
opportunity. iron pipe is installed it lasts indefinitely. 


That’s the Coolidge brand of economy. 


Let us send 
‘*Why the Plumber should sell Duriron Drain Linea”’ 


Harvard University seethes with excitement and 
uncertainty as to the recovery of three popular ath 
letes. In the spring track meet with Yale, a disput. 
arose. During the course of the argument, one of the Duriron is produced on 


Yale athictes is reported to have twiddled his fingers | TAe@ COMPANY 
at his nose in the direction of the three Harvard ath —- DAYTON - OHIO 


Ictes, who now lie prostrate. The latest bulletins re 











| 


port no improvement in their condition | 
| | 


maaan } 
Not since the days of “Doc” Cook’s announcement of the | 


discovery of the north pole has such a controversy raged, bd 

or so many people been called liars. It got into the papers Hanna Ball Joint 
somehow that a citizen of New York claimed to have seen 
a white elephant gracefully walking along the top of a 
high board fence. Immediately the paper was deluged with 
letters. The point of dispute seems to be that other men 
who saw the elephant are emphatic in their statement that 
it was pink, not white. 


Pipe Hanger 


Guaranteed Strongest Made 
The “Ball Joint’’ Pipe Hanger 


swings in any direction, Pipe can 
be adjusted higher or lower without 
removing hanger. 


H 
fe} 
= 
= 
5 
Made of malleable iron. | 


Out of 6,653.2 normal school pupils, taking examinations 
to prove their fitness to be teachers of the young, 4,298 
thought that Henry Cabot Lodge was a place where secret 
societies met; 1,352 thought that Steinmetz was a kind of 
Piano; 1,003 thought that Teapot Dome was an old tomb 
discovered in Egypt. The remaining .2 is (or are, which 
should it be?) not reported upon. 


Write for “‘Our Silent Salesman’’ 


The Penn Engineering Co. 
I hope you will make the very best possible misuse of this No. 1 312 Cherry Street, Philadelphia, Pa. 
encyclopedia of misinformation. Ey ¢ Meus reli ine hie nen ic is t 








MOMESTI 


French 
Lick 


Hotel 


Convention 
Site 


flat dinagghrne. cee ale 5 cat convention aud! 
torium, occupying the ground floor of the new wing 





, Cu} ’ 
of the French Lick Springs Hotel building, this delightful 
resort, in the Cumberland foothills of Southern Indiana, 
teps into first place among America’s convention sit 


(mong the organizations taking advantage of French Licl 
Springs Hotel's convention facilities this month are the 


National District He iting Associati mn, whose met ting will 
be called to order May 19, and the National Pipe and Sup- 
plies Association, May 26 to 28. 


You Get More Accomplished 


At French | ick Sprin all the participants in your conven 
tion activities are housed under one roof—in the magnifi 
cent modern hotel building [his means full attendance 
and prompt d f all matters under consideration. It 
means elimination of taxicab and other expenses. It means 
more time for amusement and recreation 


Two 18-Hole Golf Courses 


Here are two of America’s best-liked golf courses: one, an 
easy, older course practically at the hotel doorstep; and the 
other, the celebrated new Upper Course where Walter 
Hagen won the 1924 professional championship. Conven 
tion delegates may play either course; and, if desired, spe- 
cial championship tournaments will be arranged 





Tennis, Swimming, Horseback 


Iwo well-kept tennis court \ swimming pool in the bath 
department where one can go for a refreshing plunge or 


for any of the many therapeutic bath treatment A special 
bath department and swimming pool for ladi: \ large 
stable of thoroughbred saddle hors« These are some of 


the diversions that French Lick Springs provide 


Miles of Alluring Countryside 


To the person who is disposed to hike or ride horseback 
for recreation, the miles of winding trails through forest 
and meadowiand make French Lick Springs unforgettable 

And while many who come to French Lick Springs do not 
partake of the curative Spring waters that gush forth from 
the ground on the hotel property, there are hundreds who 
find new health and invigoration in the famous Pluto, 
Bowles and Proserpine Waters 


Tell Us Your Requirements 

Write today, stating the time when your convention will 
be held and the accommodations you will require. French 
Lick Springs Hotel is ideal in every way for the small 
meeting as well as the large convention. Rooms and meals 
are included in the rate you pay. Costs are definitely 
known in advance. Ask for all the facts about French 
Lick Springs now 


ADDRESS CONVENTION SECRETARY 


FRENCH LICK SPRINGS HOTEL CO. 
French Lick, Indiana 


“The Home of Pluto Water’”’ 


Springs 


The All Year 
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Convention Dates 


May 11, 12 and 13, 1925.—The annual convention of 
Kentucky Association of Master Plumbers, at the Crab Or. 
chard Springs Hotel, Crab Orchard Springs, Ky. 

May 12 and 13, 1925.—The annual convention of the Connec- 
ticut Master Plumbers’ Association, at Dorpsch Lodge, New 
Haven, Conn 

May 12, 13 and 14, 1925.—The annual convention of the 
New Jersey State Association of Master Plumbers, at Grotto 
Auditorium, Jersey City, N. J. 

May 13 and 14, 1925.—The annual convention of the Penn 
sylvania State Association of Master Plumbers, at Wilkes- 
Barre, Pa. The sessions will be held in the Iren Temple. 

May 19, 20, 21, 22 and 23, 1925.—The annual Convention of 
the National District Heating Association, at West Baden 
Ind. 

May 26, 27 and 28, 1925.—The annual meeting of the Na- 
tional Pipe and Supplies Association, at French Lick, Ind 

June 1, 2, 3 and 4, 1925.—The thirty-sixth annual conven- 
tion of the Heating and Piping Contractors’ National Asso- 
ciation, at the Book-Cadillac Hotel, Detroit, Mich. 

June 9, 10 and 11, 1925.—-Meeting of the National Associa 

1 of Brass Manufacturers, Edgewater Beach Hotel, Chicago 

June 15, 16 and 17, 1925.—The annual convention of the 
Wyoming Master Plumbers’ Association, at Thermopolis, Wyo 

June 15, 16 and 17, 1925.—The semi-annual meeting of the 
American Society of Heating and, Ventilating Engineers, at 
the Hotel Traymore, Atlantic City, N. J. 

June 19 and 20, 1925.—The annual convention of the Cali 
fornia State Master Plumbers’ Association, at Portland, Ore 

June 21 and 22, 1925.—The annual convention of the Master 
Plumbers’ Association of the State of Washington, at Port- 
land, Ore, 

June 22, 1925.—The annual convention of the Oregon Asso- 
ciation of Master Plumbers, at Portland, Ore. 

June 23, 24 and 25, 1925.—The 43rd annual convention of 
the National Association of Master Plumbers, at Portland, 
Ore. The sessions will be held in the Portland Auditorium 

June 2%, 24 and 25, 1925.— Annual convention of the Women's 
Auxiliary to the National Association of Master Plumbers, 
at the Municipal Auditorium, Portland, Ore. 


September 15, 16, 17 and 18, 1925.—The annual convention 
of American Society of Sanitary Engineering, at Decatur, III 





WEST SIDE EDUCATIONAL CLUB OF DETROIT HAS 
SOCIAL EVENING 

The West Side Educational Club, of Detroit, held its 
regular social evening, Tuesday, April 28, at the club’s 
quarters on Trumbull avenue. A fresh fish dinner was 
served, after which those present enjoyed an evening 
of dancing. Those responsible for the success of the 
evening were W. R. Thatcher, of the Hoffman Heater Co.. 
and William Hughes. There was a large attendance at 
the affair. 





Webster City, Iowa, is planning an election on bonds 
for $20,000 for the purpose of constructing a swimming 
pool, with bath house and showers. 

Plans are being made for construction of a 60x120 ft. 
swimming pool in the city park of Rock Valley, Iowa, at 
a cost of about $8,000. 


Obituary 


Fred Rugg 

Fred W. Rugg, assistant cost accountant of the Stand- 
ard Sanitary Mfg. Co., at Louisville, Ky., died recently 
at his home in that city in his 63rd year. Mr. Rugg 
was a past master of the Preston Lodge of Masons, 4 
past high priest of the Eureka Chapter, Royal Arch 
Masons, and a member of the Jefferson Council, DeMolay 
Commandery, and of the Kosair Temple of Shriners. He 
is survived by his widow and two daughters. 
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PATENTS 


Plumbing Department 


1,631,322. 
Hermann Waechter, 
adjusting overflow level in a bath 
covering the bath tub overflow 
means for retaining said 
thereto, 


Charles 
for 
member 


Attachment for Plumbing Fixtures 
New York, N. Y. In a device 
tub, a box 


opening and adjustable 
the 


including 


member at desired height 
suction 


of the 


said means 


the 


respective 
attaching members engaging 
tub 


cups 


surface 


interior 








1,531,146 


Michael J. Cleve- 


Toilet 
In a flusher of the class described, a casing 


1,531,146. Flusher. Skortz, 
land, Ohio. 
provided with a valve seat, a valye associated with the 
threaded extension on 
the 


casing 


reduced externally 


valve stem 


valve seat, a 


valve and ex- 


and there- 


the casing, a attached to 
tending through the extension of the 
beyond, said extension provided with an internal shoulder, 
packing on said shoulder valve gland 
disposed on said packing about said valve stem and pro- 


about stem, a 


vided with a flange resting on the upper end of said 
extension, a cap having an internally threaded portion 
for receiving the extension of the casing and provided 


with a reduced bore extending longitudinally from the in- 
ternally threaded portion so as to form a shoulder adapted 
to engage the gland and hold it and the packing in place, 
said stem extending through the reduced bore of the cap, 
and resting on the 
for tensioning 


a spring disposed about said stem 
gland, and a sleeve threaded on the stem 
the spring, the outer end of said sleeve being in the form 
of a knob and a set screw threaded through the knob in 
the sleeve to engage the end of the stem. 


* * * 


1,531,359. Flush-Valve-Operating Mechanism. Bert O. 
Tilden, Trenton, N. J. The combination with a china flush 
tank having a opening, a 
flush valve in the tank, and a trip 
for operating said valve, said trip 
having a stem protruding through 


molded 


escuftcheon 
extends 


said opening, a china 
through which said stem 
having an outwardly facing socket, 
meant for clamping said escutcheon 
against the outer face of the tank, 
a china head receiving and con- 
cealing the free end of said stem and loosely engaging 
said socket, a handle depending from the head, and metal 
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Bryan 
Heat Generator 


Designed for Oil Burners 





A NEW HEATING SENSATION 





Just What You Have Been Looking For 








Steam Low 
Water Stack 
Vapor Loss 
e e e 
Quick Less 
Heat Fuel 
e ° 
Small Less 
Space Repairs 
Outside Dimensions of Casing No. 8 
28” Wide, 30” Long, 32” High 
Gcod 
Any- 
whke.e 
Seam 
1s 
Needed 





Each Tube Section Has Eight 
Contact Points With Heat 





Distributors Territory Now Being Assigned 


Write Us for Proposition 





Manufactured by 


Bryan Harvester Co. 


PERU, INDIANA, U. S. A. 
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finish, rub finish or rubbed and polished 


KNOTT MFG. CO. 
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“ATLAS” TOILET SEATS 








Seat No. 1, Hinge No. 70. Standard pattern ring seat with 
Knott made heavy weight cast brass nickel-plated bar 
hinge; 1'4-in. seat, %-in. bar hinge with 1%-in. offset. 
Pearl white finish, sheet celluloid covered. Also furnished 
in natural oak, golden oak or birch mahogany Satin 


Send For Literature Showing 


By building Knott ‘‘Atlas’’ Seats from the 
finest materials obtainable—quartered oak or 
close grained birch—using the straight grain 
method of construction, reinforcing them with 
spiral hickory dowels and fitting them with 
rugged 16-ounce hinges of our own manufac- 
ture, we are able to offer 


Bigger Seat Value 
Per Dollar 


than can be found in any other brand on the 
market You can standardize on Knott 
‘*‘Atlas’’ Toilet Seats with the positive assur- 
ance of getting the same uniform quality time 
after time. Every seat is a ‘sample’. Your 
jobber has them. 


fas) All Models 
ey Tell City, Ind. 





























Pare 
Xie, 


More Sales—Better Profits 


Hoosier Water Service equipment will enable you 
to make more sales and secure better profits. 
All-Galvanized surface, inside and out, makes 
instant appeal to user. Self oiling, automatic, 
Wagner repulsion-induction motor. 


Write today for catalogue No. 115 


FLINT & WALLING MFG. CO. 


65 Oak St. Kendallville, Indiana 




















Fig. 213 


Self-Closing Lavatory 


“—~ 














Faucet 


HIS handsome Central faucet has 

ball-bearing operation, with phosphor 
bronze spring, giving long life and won- 
derfully easy action. The handle is posi- 
tioned by a locking device, positive but 
easily adjusted for washer wear. The 
seat is recessed so that the faucet closes 
without water hammer. 

















With China Lever Handle, 211. With Brass 
Lever Handle, 212. All handles indexed. 


Ask your jobber to show 


you Central Self-Closing 
Lavatory and Sink Faucets. 


08 A BS TAND, 


BRASS MFG.CO. CLEVELAND 





Mention Domestic ENGINEERING when writing advertisers. 
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means carried by the handle and engaging the free end of 
said stem. 
+ * > 

1,531,253. Sanitary Fixture. 
cago, Ill. In combination with a soil pipe, a closet fitting 
having a waste outlet and a gasket surrounding said 
outlet, a coupling secured to said pipe and establishing 
communication with said outlet, a yoke surrounding said 
coupling and provided with a groove in its periphery, a 








peripheral flange carried by said coupling and adapted 


to enter said groove, and means for connecting said yoke 


to said fitting and to simultaneously cause it to press 
against said flange and draw said coupling into close 
contact with said gasket. 

. * * 


1,531,348. Sediment Scraper for Water Heaters. Alfred 
Richardson, Nelsonville, Ohio. A domestic water heater 
including a tank having a valved drain therein adjacent 
to its base, a ring rotatably seated within the tank edge- 
wise on the tank base and having a scraper outstanding 
therefrom against the inner surface of the tank, said 
ring having an upper toothed edge, and a shaft journaled 
through the wall of the tank, having a gear at its inner 
end engaging the toothed edge of the ring and having a 
crank at its outer end externally of the tank, for the 
purpose described. 

















1,531,348. 


1,552.150 


1,532,315. 


1,532,150. Pipe Lifter. Harold T. Olson, Elsie, Nebr. 
A pipe lifter comprising a shank, a reducing nipple 
threaded on the lower end thereof, a pipe engaging mem- 
ber carried by the reducing nipple, a sleeve threaded on 
the upper end, a packing nut threaded into the upper 


Tobias J. Kaufman, Chi- | 
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, PLUMBERS’ 


ENAMELED IRON GOODS 





BACKED by thirty years’ experience in the 

manufacture of high grade Enameled Iron 
Hoppers, Tanks, Traps, Sinks, Backs, Drain Boards, 
Lavatories and Drinking Fountains. Also Cess- 
pools, Manhole Frames with Covers and Solder Pots 





Jones HollowWare Company 
BALTIMORE, MD. 

















end of said sleeve and spaced from the upper edge of the | 





WATER SYSTEMS 


/ When you install one, you're through 
Gear driven instead of belt—better de 
sign throughout—mean no trouble for 
the user. And satisfied customers mean 
bigger business and bigger profits for you. 


FIT ANY SERVICE 
Shallow-well or deep-well—direct or al 
ternating current—110 or 32 volts—diff 
erent capacities. Write for catalogue 
and prices. 

DELCO-LIGHT COMPANY 
Subsidiary of General Motors Corporation 
Dept. Q-13. DAYTON, OHIO 








: Thermostatic 
|_csy Radiator Trap 
Most Efficient 


iene Because It’s 
Self-Cleaning 


We Also Manufacture 


Return Traps. Air Line Valves, Thermostatic 
Radiator Traps, Air Eliminators, Strainers, 
Vacuum, Condensation and Air Line Pumps 


STERLING ENGINEERING CO. 


Mil kee, W 







, “Gael 
WS 

























The Noiseless System 


Runs as smooth as velvet and so quiet you 
have to look twice to make sure it’s going. 
Don’t judge the Kalamazoo by others you 
have “heard.” 


The KALAMAZOO 


Water Supply System is the most 
accessible pump made—bar none. 
All parts renewable and easy to 
get at. Even the cylinder comes 
out by removing four bolts. How 
about the pump you are now selling? 





Let us tell you all about this 
better pumping system. 


NATIONAL WATER LIFT CO. 


KALAMAZOO, MICH. 























DOMESTIC 





We are located at the source 
of supply — 


and having been in the wood- 
working business a half-century, 
we are able to select the proper 
quality of Chestnut Stock—dry 
it in our own kilns and give you 
the highest quality at a compet- 
itive price. 
its 

Catalogo 


McLane Manufacturing Co. 
Milford :-: New Hampshire 




















for the Child 


LEONARD Thermostatic 
Shower Valves can be set 
to range from tepid to 
warm, and use of water in 
another part of house will 
not scald or chill the 
child. 


Your customer wants it. 


Leonard-RookeCo. 


Providence, 
_ a 
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shank, a swivel member, the lower end thereof bein 

reduced and extending through said packing nut, and a 

head on the reduced end of the swivel member, disposed 

between the packing nut and the upper end of the shank 
” - . 

1,532,315 Pipe Cutter. Victor Karbowski, Chicago, 
Ill. A pipe cutter ‘of the type described comprising a 
handle member, a chain consisting of a plurality of links 
secured to one another by means of shafts, and having 
one end secured to the handle member, a pipe cutting 
wheel rotatably mounted on each of said shafts, said 
wheels having substantially flat side walls perpendicular 
to the shaft upon which they are mounted and having a 
V-shaped recess in the outer peripheral wall thereof, its 
walls merging with the side walls of said cutting wheels 
to form a pair of sharp cutting edges, and means for 
securing the free end of said chain to said handle, whereby 
said chain may be wrapped about the outer wall of said 
pipe and be moved longitudinally therearound to cause 
the cutting wheels to bite into and sever said pipe. 


» * * 
. 


1,532,071. Plumber’s Furnace Michael L. Parker, 
Freeport, Ill. In a plumbers’ furnace, the combination 
of a fuel tank, posts extending upwardly therefrom, a ladle 
holder supported by the posts, means for supporting a 
ladle within the ladle holder, a pair of diametrically op- 
posite ears extending from the ladle holder in rear of 
two of the posts, and a bail pivotally connected to said 
ears and having inwardly offset portions adapted, when 
the bail is lowered to one side, to rest on the upper ends 
of said two posts, whereby the bail becomes a support 
for the handle of a soldering iron resting in said ladle 
holder. 














~~ wi 


532,071. sie 1.629.514 


1,531,514. Flushing Valve. Leo Simmons, Washing- 
ton, D. C. Flushing apparatus comprising in combina- 
tion, a vertical tubular casing having a bottom flushing 
water cutlet, said casing embodying three alined tubular 
sections, the upper section providing a pressure water 
chamber, the two remaining sections providing a vertical 
water passage to said outlet, said upper section providing 
an outlet port to said passage, the lower section having 4 
dashpot cup rigid therewith and centrally arranged therein 
and of reduced diameter to provide within said section 
an annular flushing water passage surrounding the cup, a 
web rigidly connecting the cup and traversing said an- 
nular passage, a main flushing lift valve and a pressure 
relief lift valve co-operating with said port, a vertical 
lift stem for said valves and at its lower end provided 
with a piston in said cup, means for operating said stem 
to lift said valves, said cup and said web having a wate! 
duct at one end open to said annular passage and 
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A source of supply 
for a complete 
line of 
Vitreous China 
Bowls and 







TABLE 
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An Unbeatable Combination 


A R-O-G-A-C-O Portable Electric Pipe 
Machine and a R-O-G-A-C-O Reversible 
Power Drive will enable you to thread 
and cut all sizes of pipe from % in. to 
8 inches out on the job, wherever electricity 
from a lamp socket is available. You can 
reduce the cost of labor down to an un- 
believably low figure with this team of 
money makers. hey do more and better 
work than three pairs of men equipped 
with hand tools. 


We'll be glad to send you convincing proof 


Our of these claims if you'll ask us 
Cataloo 
Robbins, Gamwell & Co. 
Manufacturers 





Pittsfield, Massachusetts 
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The Keystone on 
every piece. 
Look for 


this trade 


Every One Sold 
Sells Another 


Easy to sell, yet every one 
sold means more sales, be 
cause owners are so enthusi 
astic over the performance of 
the Koil-Les that they tell 
their friends and neighbors 


THE KOIL-LES 


Storage Water Heater 


is as nearly trouble-proof as 
a heater can be made. It has 
no coils to break or burn out, 
heats water by contact with 
the entire area of the tank and 
burns gas twice, thus insur- 
ing perfect combustion, which 
means low gas bills —a fea- 
ture ownersjappreciate. Full 
details on request. 


Koil-Les Heater Co. 


GENEVA, ILLINOIS 


Mention Domestic ENGINEERING when writing advertisers. 





DISTRIBUTORS 


Excellent selling 
points combined 
with low price 
makes the Koil-Les 
a ready seller 
Write us for full 
details if you are 
interested in mak 
ing substantial 
profits 
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RETLAW TELESCOPIC 
ROOF FLASHING 





For a quick, neat and trouble-proof 
job, RETLAW Roof Flashing has 
no equal. Made of four-pound 
sheet lead, without seams or sol- 

dered joints, it is carefully drawn , 
out into circular corrugations and is ~ 





ON FLAT 
ROOF 






Instantly Adjustable 
To Any Angle 


Besides being easier 
RETLAW Adjustable Flashing 
makes an absolutely tight joint 
which will never require further at- 
tention. Fach Flashing is shipped 
in a separate carton which makes it 
convenient to handle and insures a 
perfect flashing at all times 


ON PITCHED 
ROOF 


to install, 


Try It On Your 
Next Job 





THE HARKER MFG. CO. 


123 WEST THIRD STREET - - CINCINNATI, OHIO 


Fi 





| 
| 
| 
| 


Have you any used 


tools? | 


No doubt you have. Chances 
are, they are lying somewhere 
Possibly 
new tools have replaced the old. 
These old tools will bring you 
dollars if advertised in the “For 
Sale” columns of DOMESTIC 
ENGINEERING. Some 
plumber in another locality may 
be waiting to obtain these tools, 


around your shop. 


in good condition, at reduced 
The very low rate of 8c 


prices. 
per word makes the Classified 
Page a good buy. 
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| the other end open into said cup through a port in the 
| vertical wall of the cup, said duct being formed in part 
by a hole extending radially from the exterior of the 
lower casing section through said web and into said cup, 
and a normally stationary screw valve in said hole and 
accessible from the exterior of the casing and longitu- 
dinally adjustable to control the water flow from said 


| cup, said cup and the piston formed against escape of 





water from the cup during the closing movement of said 
valves other than through said duct, the upper end portion 
of said cup being open to the descending flushing water, 
said cup and piston being formed to permit rapid filling 
of the cup on the upward movement of the piston. 

7. * - 

1,531, Flushing Valve and the Like. Bernard 
Bensen, Chicago, Ill. In a device of the class described, 
the combination of a unitary housing having a pair of 
vertically extending chambers separated by a central 
vertical partition, one of said chambers being a valve 
chamber and the other dash pot chamber, suitable 
water supply and delivery connections to the valve cham- 
ber, suitable valve mechanism within the valve chamber 
to control the supply of water therethrough and including 
a vertically operable valve stem, a dash pot vertically 
movable within the dash pot chamber, a piston within 
the dash pot, means for retaining said piston in fixed 
position, there being a vertical slot in the side of the 
dash pot chamber, a finger on the dash pot reaching 
through said slot, a rock shaft journalled in the lower 
portion of the valve chamber and reaching to the outside 
thereof, an operative connection between said rock shaft 
and the valve stem aforesaid, an operating lever con- 
nected to the projecting end of the rock shaft, and a pin 


"O° 
fei. 


a 


| connection between said lever and the dash pot finger 





| Thomas H. Spence, Seattle, Wash. 


aforesaid, whereby depression of the lever directly rocks 
the shaft to operate the valve stem and simultaneously 
depresses the dash pot, substantially as described. 











1,632,372. 


Combined Hot and Cold Water Faucet. 
A faucet of the char- 
acter described comprising a valve body having an up- 
wardly tapering conical chamber open at top and bottom 
formed with a circular valve seat at its upper and lower 
portions, respectively, and lateral passages on opposite 
sides intermediate said seats communicating with sources 
of water supply, respectively, together with a delivery 
passage intermediate said lateral passages, said chamber 
having divisional contact portions between said passages, 
a frusto-conical valve-member formed with branched parts 
connecting with said passages, respectively, a handle 
closing one end of said valve chamber, a screw-threaded 
closure for the opposite end of said chamber, a spring 
interposed between said closure and the lower end of said 
valve member. ; 


1,532,272. 


e . . 
1,532,434. Double Cock. Philip Mueller, Decatur, I!! 
A cock comprising a body portion having a valve chamber 
provided with two cone-seated outlets having seating sur- 
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2200 Bathrooms in the New Palmer House 


in Chicago roughed in with 
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and HERE’S WHY— 


TRINGER Closet Fittings Nos. 381 

or 386 take the place of an assemb- 

lage of three staple drainage fittings and 

nipples, thus reducing the cost of rough- 

ing in and assuring a job free of rust 
pockets in the vent. 


Stringer Sleeved Hub Drainage Fittings 
provide another advantage by eliminat- 
ing the use of costly and troublesome 
“long screws” and “R” and “L” nipples 
—they slip and calk. 





NEW PALMER HOUSE, CHICAGO 


Architects: Holabird & Roche 
Jobber: Standard Sanitary Mfg. Co. 
Plumbing Contractor: J. J. Daly 















STRINGER 
Hub Drainage 
Fittings 
They Slip and Calk 
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Pipe 





2” Galv \ 
Fig. 570 





Fig. 530 


Fig. 386 Closet Fitting 
for Double Stack 






Fig. 381 Closet Fitting 
for Single Stack 


Write for Catalog ‘‘H’’ showing a Stringer installation for every 
type and size of building from a bungalow to a skyscraper 


STRINGER BROS. CO. - 1100 W. 38th St., Chicago, II. 


Warehouses: Chicago, Ill., Gadsden, Ala. Factory: Gadsden, Ala. 
BRANCH OFFICES: 
New York, N. Y. Boston, Mass, Philadelphia, Pa. Pittsburgh, Pa. Elyria, Ohio 
48 East 41st Street 348 Tremont Bldg. 5341 Upland St. 908 House Bldg. 318 Cambridge St. 


Fedele * #3 i Shah saeng, ML SOI 7, te 
‘ERS ee Re eS I ase pa ots ee PORES a lchaies po ne Di Ree 








& 
a 
ne 
1 
s8 
PES 
rs 
“ 


; 
eft 


pee 
FP Citak vs sath 


~ 


Wace 


RPMS Ay 
Cate eS 


nes Ay EN ev LENS er 


© 
2 


ie 


REPRE Sa 
Act BT RO As eI cg 


oat 


ih ata 


wees ee, 


eee Se 


oS ered 





MOMESTIA 


ENGINEERING 


An Easy Wrench to Use 


The Henry & Allen ‘“‘wrench 
with the red nut’”’ is a better 
wrench. Not only because of 
its full size grip and its flawless 
material. But also because that 
material is scientifically  dis- 
tributed. 


This means a stronger wrench 

more metal at all points of 
strain, without added weight. 
And a better balanced stillson. 
You can use a Henry & Allen 


HENRY & ALLEN 


lel-3ete 
STILLSON WRENCH 


day after day and never tire 
because of an awkward hang. 
The feel is right and the wrench 
is easy to use. 


Try it for yourself! The next 
time you visit your hardware 
dealer or supply house ask for a 
“wrench with the red nut.’ 
Lift it and see how natural it 
is. You'll want one right away, 
and you'll like it better as you 
use it. 


Auburn, N. Y. 


mA eye) 




















May 9, 1925 DOMESTI¢ 
faces of relatively large area, a valve stem mounted for 
reciprocal movement in said cock body, a double-coned 


valve having a rocking and rotatable connection with said 


stem, the coned surfaces of said valve being adapted to 
engage wedgingly the opposed cone-seated outlets over 
substantially their entire area so as to alternately close 


either of said outlets. 
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1,532,434, ia 


1,532,406. Wrench for Pipe or Tubing. Richard Dennie 


Hill, Wichita Falls, Tex. A wrench for pipe or tubing 
of the character described comprising a support, a fork 
shaped cam lever pivoted thereto, a hand lever pivoted 


to said support in association with said fork shaped cam 


lever, a clamping member pivoted to said fork shaped 
cam lever and means for providing pivotal and slidable 
motion thereof on said support, a clamping member 


pivoted to said support, a clamping member pivoted to 


said last mentioned clamping member and means thereon 


to engage the free end of said first mentioned clamping 
member. 
* + + 
1,532,324. Flush Valve. Harry G. Lawrence, Salt 
Lake City, Utah. In a device of the character described 


including a valve with a stem, means for guiding the stem 
bracket 
lateral 


for longitudinal sliding, a 
and for 


supporting the guiding 


means slotted passage of the stem upon 


removal of the guiding means from the bracket. 
om * a 
1,533,077. Faucet George S. Bennett and Louis L 
Bennett, Massena, N. Y. The combination in a faucet of 


a casing having a receiving end discharge 
spout and an upstanding interiorly and exteriorly threaded 
housing and also having an apertured diaphragm with a 


valve seat thereon and a wall isolating the upper side of 


portion and a 


the said diaphragm from the receiving end portion, and 
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Curtin 
All-White 


Lever 





Made of composition castings—no stamped parts. 
Very strong and always in perfect alignment. Will 
not work loose or shift position. No plates or washers 
necessary. Double acting. With its neat all-china 
handle, the Curtin All White Lever adds much to the 
appearance of any tank, where an all-white bathroom 
is desired. 


Ask your jobber for the Curtin Tank Fittings. 


A. F. CURTIN VALVE CO., Medford, Mass. 


















Tower Simplicity 
soe Cite Tubular Tower te the simplest, 










ed turnbucklee—resulte in s tower 
i oorve 


of leally no wind 
you long and faithfully. 


P Thie tower ie built for tanks from 1,000 to 


10,000 gallon ty ® tower 
purchaser will do well to investigate the Caldwell 
Tubular. Bend for Catalog 
W. E. Caldwell Co. 

Incorporated 
2560 Brook Street 
Louisville, Ky 





























Christian Electric 
Water Heater 


The modern domestic hot water supply 
heating system. Actually economical 
because 98 per cent of the heat generated 
is absorbed by the water. This is two to 
five times the thermal efficiency of any 
other system. Dealers are getting an 
active turn over. Be first with the latest. 
Get all the data from us without delay. 





Christian Electrical Corp. 
2503 ISABELLA AVENUE 
DETROIT MICHIGAN 











Patented 














BLAKE 


Shower 
Drain 
with 
Protecting 
Pan 





H 1155—Size 2” 


H 1150—Size 1%” 


A dandy trap for shower stalls. — protecting pan cast to trap 
to prevent leaks through ceiling. trainer, which is brass, has 
long adjustment. Furnished polished brass or nickel plated top. 








BLAKE SPECIALTY CO., Rock Island, Illinois - 





BLAKE 


Palmer 
Type 
Back 

Water 
Trap 


CLUTCH 


H 1175—4” Ex. Hy. 
H 1185—6” Ex. Hy. 


H 1170—4” Std. 
H 1180—6” Std. 


Illustration shows clutch cover, but we can furnish bolted cover also. 


Your jobber will supply you. See Catalog H for our complete line 


of fittings. 
CANADIAN SERVICE—ALL 
CRANE CO. BRANCHES 
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an apertured annular wall arranged about the valve seat 
the diaphragm and the top of the 


° 
Groent er and extending between t ! 
{0/ casing and spaced within from the valve head and the 
IU aelelileky valve seat and spaced without from the body porti of 


the easing, whereby two concentric annular chambers are 
SHOWER DRAINS formed in communication with the receiving end of the 
(8): ise Siow ba Porct Cone, discharge spout, a valve head opposed to the valve seat 
(2) ate Installation Labor and having a stem with a lower threaded portion engaging 
oats 
Save Money forthe the interiorly threaded portion of the housing and an 
Plumber. 
Eliminate Drainage 
Leaks 
Made of Best Materials. 
Cost Less than Inferior tion of stem and adapted to retain packing about 
Goods 
No. 200 A New Sh er Drain Circular 
Let us send you a 


upper reduced portion terminating in a handle, and a 


gland threaded on the housing receiving said reduced 


" 


TDhe GROENIGER MANUFACTURING Co. 
Columbus, Ohio. 








New Kensington Sanitary Pottery 
NEW KENSINGTON, PA. 


’ 


Vitreous china two fired washdown bowl well 


made by experienced, competent workmen 


——— 
» ae rs: Large bou ] 


Shaped to ‘ Large water 152.408 





eliminate Ee i ared 1,532,408. Flush Valve Arthur E. Hohmeister, Cin 

soiling hump Extra strong cinnati, Ohio. A valve device comprising two valves and 
siphonic action | having a single by-pass therein, one the main valve which 

controls a flow of water, the other an auxiliary valve 
mounted in the by-pass for controlling the main valve, 
neans carried by the main valve adapted to actuate the 
auxiliary valve and to be rendered inoperative upon said 








auxiliary valve by the action of the main valve, a fixed 
guide for the first mentioned means, and means for ren 


NOTIFY US 


The post office is not required to forward second- 
class matter. To avoid missing an issue of Domestic 
ENGINEERING when you change your address, fill out 
and mail this blank to us. 


1532,897. Drain. Joseph Hirshstein, Cleveland, Ohio 





In a device of the class described, the combination of a 
drain, a sheet of water proof material, a clamping member 
New Address___.__- : ae Pe. for holding said material in engagement with the drain. 


and a pivoted member carried by the drain and bearing 





on the clamping member to hold it in clamping position 














HARTMAN INGOT METAL COMPANY 
SMELTERS and REFINERS 








Producers of the highest grade Ingot Brass and Bronze 
Specializing in Ingots for Manufacturers of Plumbing and Heating’ Brass Goods 


2511-35 W. 21st Street CHICAGO Phone: Lawndale 0827 











Bath a Day Stickers. For letters, bills, etc. 45 _ Bath a Day — Cuts. For newspaper adver- 
cents per 1,000. ; : ; aa tising. 45 cents each. ‘ 

Bath a Day Buttons. 7% in. diameter, with pin. “The Need of Frequent Bathing.’’ 12-page 
$1.75 per 100. me ; | KEEPS YOU | booklet to enclose with letters. $1.85 per 100. 

Bath a Day Signs. 634 in. diameter, for windows, FIT The Story of the Bath. 32-page booklet, il- 
windshields, etc. 10 cents each. lustrated, for schools, clubs, etc. Single copy, 25 

Bath a Day Posters. 21 in. diameter, for show- cents; 100 or more, 10 cents per copy; 1,000 or more, 
rooms, windows, etc. 10 cents each. 7\% cents per copy. 

In ordering please send 


DOMESTIC ENGINEERING, 1900 Prairie Avenue, Chicago dete th ae cee 

















b.. 4 SS C8 


